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KEWANEE 


Steel Boilers 





A Kewanee Boiler rated at 5000 


square feet will heat that amount 
easily — without being ‘“‘pushed.”’ 
Hence it is more economical to in- 
stall a Kewanee than some smaller 
boiler (rated the same) which must 
be crowded to deliver its rated 
capacity. 


‘*‘Pushing’’ a boiler is wasteful. It 
requires more coal’ for each pound of steam 


produced. 


So in the long run it is economical for 
the owner to install a generous-sized, conser- 


vatively-rated Kewanee. 


KEWANEE BSILER COMPANY KEWANEE, ILLINOIS 





Atlanta, Ga Cincinnati, Ohio —_—— — BRANCHES—— New Orleans, La. San Francisco, Cal 
Birmingham, Ala Cleveland, Ohio Philadelphia, Pa. Seattle, Wash 
Boston, Mass Dallas, Tex El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash 
Charlotte, N. C Denver, Colo Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can 
Chicago. Ill. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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March winds are blowing, but it doesn’t 
matter a bit to the man who has a VQGEL 
Frost Proof hydrant installed in his garage. 
He knows that the coldest weather cannot 
affect it. 


The VQGEL Plumber knows it too. He also 
knows that by handling the VQGEL Line he 
dominates the Frost Proof and Automatic 
Closet business in his territory. 


Are you a VQGEL Plumber? Are you getting 
all the Frost Proof business in your territory? 
If you’re not, see your jobber today. He’ll be 


glad to tell you the whole VQGEL story. 
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Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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WE SELL THE RETAIL PLUMBING TRADE EXCLUSIVELY 





MIDST DANGEROUS ROCKS.THIS SHIP STEERS TRUE 
STRONG ARE HER SAILS AND LOYAL HER CREW & 
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See What the Overlap 
Covers 
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There is no half-way concealment of metal parts with DECECO ALL-WHITE CHINA FIXTURES 
Dececo Patented Overlap China Handle Construction does the job right, leaving nothing but clean 
white china exposed 


No longer is it necessary to mar the otherwise All-White cleanliness and beauty of the modern lava- 
tory with tarnished brassy valve-stems and unsightly metal parts. No longer is it necessary to accept 
fixtures part nicke! and part china under that much abused title “ALL-WHITE”. DECECO ALL- f 


WHITE CHINA FIXTURES give you just what you specify, just what their name implies ALL- 
( N (-O EXPOSED ~T/ scgheaias F 
WHITI HINA with NO EXPOSED METAL Ask your jobber for DECECO ALL- ; 
WHITE CHINA LAVATORY q 


AND BATH FIXTURES, with the 
improved All-White China Overlap r 
Handles. The cleanest, most beauti- 
ful and practical fixtures made, they 
are a distinct advance over the 
commonplace type with exposed 
metal valve stems 


Priced so they can be used on a large 
percentage of installations, they are 
first in supplying the almost un- 
limited All-White demand. 

There is only one All- White China q 


Overlap Construction—DECECO— 
There is no substitute. 





integral supply nozzlelavatory. Standard equipment of the leading makes. 


The great majority of the integral supply nozzle lavatories produced, are 
now equippe with this type. 76 Batterymarch St. Boston 


622-H. Dececo All-White China Overlap construction as applied to the The Dececo Company | 








“DECECO” All-White China Fixtures 


NO METAL EXPOSED, UNBREAKABLE FROM USE OR HOT WATER 
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Why do we 


emphasize 


mers / 


in talking about Perfection \ é 
Kerosene Water Heaters? 





ECAUSE we know, after 25 years 

of manufacturing oil-burning de- 

vices that a water heater is only as 

good as its burner. Pipe, tanks, etc., 

differ but little on any heater. The vital 
difference is in the burner. 


Experience Counts 

We believe we know how to manu- 
facture good oil-burning devices. Our 
Perfection Oil Stoves are used in 
4,500,000 kitchens. We are the largest 
manufacturers of kerosene burning 
devices in the world. These are facts. 
All the trade knows them. 


The Proved Burners 


Perfection Water Heaters are equipped 
with the very same burners which have 
brought us leadership in the oil stove 
field. As leaders in this field, we offer 
Perfection Water Heaters as the finest 
kerosene burning water heaters made. 


Perfections heat water for shaving in 
5 minutes, For dishes in 10. And for 
a bath in 30 minutes. There are four 
models. Two have thermostats. One 
has a 30 gallon “Stay-Hot” storage tank. 


All have the famous Perfection burners. 


ENGINEERING 


Install Perfections for your customers 
who have no gas service. The tested 
burner insures minimum servicing. 
Profits are generous. 


Free Booklet 


Ask your jobber for full information. 
Or, send the coupon for booklet, 
prices and discounts. 


PERFECTION STOVE COMPANY 
7551 Platt Ave., Cleveland, Ohio 
In Canada, the Perfection Stove Company, Lid., Sarnia, Ont 





Hot Water 


from the 
Cold Water Pump 


UR engineers have just per- 

fected a system whereby hot 
water can be obtained from the 
kitchen force pump. You merely 
connect a Perfection W ater Heater 
with the kitchen pump. Altach a 
three-way valve. At the turn of 
the valve, either hot or cold water 
can be pumped. Write for further 
details. A new market in homes 
without water pressure is wide open. 











N 








Model 411 





Model 412 J Perfection 
StoveCompany 
7551 Platt Avenue 
Fai Cleveland, Ohio 


7 Gentlemen: 
Please send me yournew 
booklet describing Perfec- 
tion Kerosene Water Heaters 


/ and their installation. 
I am interested in the new 


| PERFECTION’ ~~ 


Kerosene Water Heaters lis 


f ra Address 
* 7 City ‘iin —— 
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If it’s FeRRULES 
or Roor FLASHINGS— 


MIDLAND 


is the name 


@ Ferrules—the finest brass 
ferrules that can be made. 
Straight, bend, flared end, and 
reducing patterns. Careful 
workmanship throughout— 
always a little better than you 
expect. - - ~ 


@ Roof Flashings—two 
patterns—the all lead, cast-in- 
one-piece (shown below) and the 
galvanized iron with one-piece 
lead sleeve and collar. No 
burned, crimped, or soldered 
joints to pull apart. Fit any 
pitch of roof. Each Midland 
flashing is guaranteed perfect. 


Order from 
your jobber 


MIDLAND METAL MEG. Co. 


Kansas City, Missouri 


Newark, New Jersey * 


* Newark plent manufactures 
roof flashings only. - - - 


MIDLAND METAL MFG. CO, 


eed 
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Why dont I make more money : 


HERE is some salvation for the plumber merchant who has 

the courage to put that blunt question to himself. It’s hard 
boiled evidence that he’s not afraid to stare naked facts in the 
face. Facts that cannot be pooh-poohed or laughed off. 


Wide-awake, on-the-job plumber merchants realize that present 
day competition demands cost-cutting methods, business- 
attracting service, quality work and definite measures that will 
get and keep high-class workmen on the payroll. 
* * * 

The Willie Williams Portable Power Pipe Machine is one definite answer 
to the timely question: “Why don’t I make more money?” The Willie 
Williams is not an expense item— but a productive investment that 
returns certain dividends in lower pipe threading costs—a greater volume 
of high grade threads and complaint-proof jobs. The Willie Williams 
attracts and keeps high class journeymen on the payroll because the Willie 
transfers the drudgery of threading pipe by the laborious hand method to 
a machine that threads, cuts and reams pipe, bolts and nipples in quarter 
the time and leaves the operator fresh and keen for more productive work. 
Reduces time and labor costs—by actual test cuts threading costs 75%. 


The new revised edition of the 32-page Willie Williams booklet tells 
how the Willie can pile up profits for you. Send for your copy today. 


WILLIAMS TOOL CORPORATION, ERIE, PA. 


Canadian Plant— Brantford, Ontario 


ssssssseeseees FREE! Tear gutand mail FREE Joowsssseeeeeeny 





, 

4 . 
~— s Williams Tool Corporation, Erie, Pa. H 
¢ Willie Williams is big enough to . Suennts brow how f oan 6ut 1 
é pipe threading costs and make more money witha s 
handle the range from 4" to 2" on regular $ Willie Williams. Send me your 32-page booklet H 
stuff with a reserve power range from r H 
2%" to 8" with power unit hitched up. } Name ‘ 
Williams Pipe Threading Equipment is H H 
made in a complete range of sizes from H Address 8 

s r 
’ s City State ; 
SSSSSSeeesessasssSsSaSSSSSSSSSSSSSSSESeasessesssssssseseusssseseaucesecdl 





WILLIE 


PORTABLE POWER PIPE MACHINE 


ew ILIAMS 
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ould you wear a Brown 
Derby with White Flannel Pants ? 




















Certainly not. Then why put'a dark’ colored toilet seat“in a white bath- 
room? 


Today no bathroom is correct unless ‘it is all-white. It is the ‘*Stasco”’ 
seat—covered with a sheet of pure white Pyralin—that adds so much to 
the appearance of the bathroom. 

The ‘‘Stasco”’ never chips, cracks, peels or becomes stained. It lasts for 
years. And with its bar hinges—either heavily nickeled brass or pyralin- 
white like the seat—it adds the finishing touch of perfection to your 
plumbing job. 


“‘Stasco”’’ Seats meet your price needs for bigger, better profits. 


4sk your jobber for them 


STANDARD TANK & SEAT CO., Camden, N. J. 


Ask Your 
Jobber 
for Them! 


This trade-mark signifies 
quality. Twenty years of 
knowing how are behind 
each seat that bears the 
STASCO name 
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No. 25 U. B. 
Automatic 
Storage Set 


(Including ‘‘Thermowell’’) 


No. 20 U.B. 30-40 $26.00 
No. 25 U.B. 40-60 28.00 
No. 70 U.B. 60-80 31.50 
No. 80 U.B. 80-120 46.00 


In ordering state whether for 
use with natural or artificial gas. 

Consists of Hotstream Heater 
equipped with Barber Burner, 
“Thermowell,’”” Thermostat and 
Draft Regulator. You supply the 
tank (cover if desired) and labor. 
This gives you an ideal automatic 
storage job, with a circulating 
heater at a considerable saving in 
cost over any type of assembled 
system. 


DOMESTIC ENGINEERING 


woe 
Batt ocd 
neo 


. oer 
ae: Ray Era oe ee 
Ree ic Ret eat 


The introduction of the new Hi-Lo tank produced 
a problem for both the Plumber and the Ther- 
mostat Manufacturer. 


The “Hi-Lo” has no suitable tapping for a Ther- 
mostat, therefore the difficulty of assembling an 
automatic hot water storage system using the 
standard tank. 


Hotstream has solved the problem by inventing 
the ‘‘Thermowell.”’ 


This ingenious device—simple, practical, efficient, 
is an added feature of the Hotstream Automatic 
Storage Set, WITHOUT ADDITIONAL EX- 
PENSE TO YOU. 


We have absorbed the extra cost ourselves, in 
order to give you the most highly perfected auto- 
matic storage set made. 


The “Thermowell’’ enables you to furnish auto- 
matic installations which, at a low cost, give all 
the service and satisfaction of the highest priced 
assembled system. 


How the ‘‘Thermowell’’ Operates 


The ‘“Thermowell’”’ is easy to install. One side screws 
into the lower tapping of the tank—the other into the lower 
connection of the heater. The Thermostat screws into 
the ‘‘Thermowell”’ and gas connections are made as usual. 


The Thermostat is thus placed in an easily accessible 
position—and well above the sediment line. The heater 
is placed low and near the tank. Gas lines are short. 
All fittings are eliminated. The heater operates at full 
speed until the entire tank is hot, and then is promptly 
slowed down to pilot. 


Write for full information now. It’s the best automatic 
storage proposition for profit, quick sales and satisfied 


Let’s Go! 











Thermostat and 
“Thermowell” 
Sold Separately 


We sell the 
Thermostat, 
‘*Thermowell,”’ 
and Hotstream 
Automati-« 
Draft Regulator 
separately. The 
‘“*Thermowell’’ 
may be used 
with any Ther- 
mostat. 


List Price, 
Separate Units: 
Thermostat $12 


“Thermowell” $2 


Draft Regulator $2 


THE HOTSTREAM HEATER COMPANY 


New York, 210 E. 45th St., 
Chicago, 627 Washington Blvd. 


Toronto, 269 W. Richmond St. 
San Francisco, Rialto Bidg. 


‘‘Makers of Heaters That Heat’’ 


Cleveland, Ohio 


BRANCH OFFICES 
Detroit, 1045 Wayburn Ave. 
Philadelphia, 892 Drexel Bidg. 


Denver, 1715 California St 
Cambridge, Mass., 491 Main St 


Manufacturers of a Full Line of Gas and Kerosene Heaters—Standard, High-Grade Products built to Give Lasting Satisfaction 
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No le mnger do you need 


Here — in ready reference form 

equipment for Residences, Industrial and Public Buildings. 
This manual is complete, concise and correct. 

fits a standard letter file. 


Get it — index it 


heating equipment, you can find it at once, and it’s all there. 


Ordinarily, this manual selis for 50 cents, but if you are interested enough to write for 
it on your business letterhead, we shall be glad to send it to you with our compliments 


RIVERSID 


BOILER WORKS, inc: 


Manufacturers of “‘Kantleak” Galvanized and Copper Boilers 


and “PACKO” Automatic Storage Systems 


CAMBRIDGE, MASSACHUSETTS, U. S. A. 
New York Office: 210 East 45th Street 








BAILEY-FARRELL MFG, CO. 
Distributors 

Pittsburg, Pa. 

Huntington,W.Va. Charleston, W.Va. 
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to keep track of a lot of odd size booklets and catalogs 
Never again must you dig the information you want out of a dozen or more such sources 


It is bound in a regular file-size folder 


THE WALWORTH OHIO CO: 


Youngstown, O 
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is all the data you need for figuring the best water heating 


and 1 


place it in your file, and then, when you want information on water 


Distributors 


Cleveland 


Ma 
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THE, Nv; TOOL, & MACHINE; WORKS; 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


CHICAGO, ILh. 


March 13, 1926 


To the Plumbers and Steamfitters 
Of the U.S.A. 





HARRY G. NYE 


Fellow Citizens: 


I see someone has offered Jack Dempsey two million dollars for a 
fight, but I wouldn't give him a cent for one, not for a fight with 
me. Instead of showing them how well I could fight, I would show them 
how fast I could sprint. I would knock off a few blocks, but they 


would be city blocks. 


“Every man to his trade," as the hobo said to the lady when she handed 


him the ax and showed him the woodpile. "What is your trade?" asked 
the lady. "Well," said the hobo, "in the winter I pick huckleberries, 
and in the summer I shovel snow." I have no more desire for trouble 


than a hobo has for work. 


I know some fellows who are always looking for a fuss, but that isn't 
the way to play the business game, any more than putting on boxing 
gloves to play pool. I like to see a man stand up for his rights, but 
some fellows stand up for their rights so much that they can't sit 


down for their meals. 


Standing up for your rights is all right, unless you want all the 
rights yourself, and don't offer the other fellow anything but your 
lefts. What you want to do once in a while is to put yourself in the 
other fellow's place, as the burglar said as he hoisted himself 


through the alley window. 


As I may have said before, you can accomplish more by offering another 
fellow a pipe of peace than you can by hitting him with a piece of 
pipe. Standing up for your rights is all right, but I would rather 
shake a man's hand anytime than to shake his back teeth. 


I have competitors, too, although hardly anybody knows it, but we get 
along just fine. They win most of the arguments, and I take most of 
the orders. So everybody is satisfied. Especially you fellows who 
buy Nye tools. 


HGN Peacefully yours, 


HGN Jian 2 Vip. 





This letter righted 192¢ 
The tools you swear BY and never AT. - 
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Two Men do the Job 


150,000 BTU per Hour 
Installed in 50 Minutes. 


A’ 70° room temperature, the Modine 
Unit Heater delivers 150,000 B. T. U. 


per hour with 5 lbs. steam pressure. At 60 | 


degrees, 165,000 B. T. U. At 50 degrees, 
180,000 B.T.U. 

And what’s more, it is ready to do this with- 
in 30 minutes after you get it! As the illus- 
trations show, it possesses the wonderful 
advantage of suspending from the steam 
line at any discharge level desired by means 
of a length of pipe and a union. Two men 
and a pipe wrench make the connection. 
Weight, complete with motor and fan, is 
125 pounds—only 5% the weight of direct 
radiation. No brackets, braces or structural 


MODINE MANUFACTURING CO., 


(6) 


MODINE 


\2 UNIT HEATER 
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work are necessary. Fits in the tightest places 
because it occupies less than 4!/2 cubic 
feet — 1/20 the space of direct radiation. 


Twothousand cubic feet of air passesthrough 
the Modine Unit Heater per minute, with a 
temperature rise of 100°,and can be directed 
at any angle by simply turning the heater 
on the union connection. Directed heating 
and directed ventilation are combined! 


These are only some of the advantages with 
which the Modine Unit Heater has estab- 
lished entirely new standards in industrial 


heating. Write for “Bulletin A”, describing 
Modine Unit Heating in detail. 


Heating Division Racine, Wisconsin 
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(Belieen Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did nol have lime to sharpen his axe 


the pudding is in the eating,” but when you get a 


] MAY BE TRUE THAT THE “PROOF OF 


pudding as part of a table d’hote you'll probably 
eat it because you're paying for it. Most of us would. 
The real test is whether you'll ever again order that par- 
ticular dinner which includes that pudding. J. J. Sulli- 
yan, plumbing inspector for Oklahoma City, Okla., 
writes: “I can’t understand how anyone can expect to 


keep up with the trade without a paper such as you are 


putting out. I look forward each week to a quiet eve 

ning with D. E.” We thank Mr. Sullivan; he’s eating 
the pudding. But an even better proof came in this 
week in the form of a couple of contributions to ‘Pipe 
Lines,” pasted on the front and back covers of an issue 
of “Domestic Engineering” dated October 16, 1897. 
That we conceive to be mighty good proof that a mem 

ber of A. & W. Wilson Co., of Victoria, B. C., is a 
pretty steady reader of “Domestic Engineering.” For 
the implied compliment we thank Mr. Wilson—besides, 
the contributions were mighty fine. 


ILT MARVELS TAKES A CURIOUS 

“slant” in his feature article this week—a thor- 
oughly human interest angle on the business of the man 
about whom he is writing. In a way, his story is a 
challenge to those who are conducting plumbing and 
heating businesses ; he makes a very clear point of the 
individual responsibility of every man who has men 
working for him to see that those men come in contact 
with nothing in the conduct of his business which he 
would not like to see in the shop of a competitor of his. 
For among the men who are today working with the 
tools are the master plumbers and heating contractors 
of tomorrow. And when the time comes for them to 
step out “on their own” what they have learned during 
the days of their apprenticeship and journeymanship 
will go with them. If they are working for men who 
are furnishing sound competition, they'll give sound 
competition. If they do not learn these lessons now, 
it is possible that they will be disturbing elements when 
they do embark on their own careers as operators. 


7: /U AND I, GOING ABOUT OUR DAY’S 

work in the midst of familiar surroundings, going 
home to evenings with our families and friends, may 
not always understand how important his work is to a 
man who is in some remote corner of the world. That 
man’s work is often the only thing which stands be- 
tween him and a paralyzing sense of homesickness. So 
that, when he talks about his work, or writes about it, 


you may be sure that-he puts his heart into his story 
rhis week we present an article, “Heating and Plumb 
ing in a Manchurian Hospital,” by H. L. Alt, the en- 
gineer responsible for the work in this Chinese hospital. 
[f you could have seen the way the drawings and the 
photographs came to us—the care with which they had 
been gotten together—you would know that Mr. Alt is 
proud of his work. At any rate, you'll know it when 
you read the article, which is of interest, not only be 
cause of its technical features, but because it 1s a docu 
ment which embodies evidence of the great work of 
sanitation which the West has brought to the East 


N ANSWER TO A REQUEST WHICH HE 

has received, Mr. Starbuck has prepared an article 
on “Pipe Bending.” It appears from a reading of this 
article that, just as there are several ways in which you 
can skin a cat, there are also a number of ways in 
which a pipe can be bent. How you skin the cat will 
Most cats 


In a general way the 


depend largely upon the nature of the cat. 
don’t take kindly to skinning 
same is true of pipe. A lot depends upon the nature of 
the pipe. I won't say that most pipe doesn’t take 
kindly to bending, but there is apparently a correct way 
to go about it in order to turn out a good job. The 
article is liberally illustrated and the information it con- 
tains ought to be of value to pipe-benders of all ages 


and conditions. 


N RTH DAKOTA HAS BEEN CONVEN- 
1 What they said and what they did is 


The body of men who make 


tioning. 
reported in this issue 
up the North Dakota Association has had some pretty 
stiff problems to meet. What they are doing to meet 
those problems makes an interesting chapter in the his 
tory of the industry, and their spirited efforts to im 


prove conditions are worthy of notice. 


ECEIVING THE ISSUE OF 1897, SPOKEN 

of in the first paragraph on this page, made me 
stop and think a little. In the years between business 
has developed and with its development has come the 
need for ever better and better trade journals. Just as, 
in 1897, we tried to fit “Domestic Engineering” to the 
needs of its readers, so today Your Weekly is pointed 
each week at the problems you face. 


Your i 
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THE “TOLEDO” POWER DRIVE 


IS SAVING TIME AND LABOR FOR THOUSANDS 





‘“‘TOLEDO”’ tools operated by the ‘“TOLEDO”’ Power 
Drive has proven to the satisfaction of thousands of 
operators that it is the efficient way to handle piping 
jobs. Thousands of these portable power units are in 
use today operating hand threading and cutting tools 
and converting them into swift highly efficient power 
machines. 


In all sections of the country, town or city, you will 
find them doing their work and paying for themselves 


This is the Juni odel . . . 
a en aeeae te by the time and labor they are saving their owners. 


**TOLEDO”’ Power Drive, fitted 
with 14 H. P. motor and operat- 
ing at one speed of 24 RPM. + 


This is the ‘‘TOLEDO”’ Power Drive, standard model, fitted with 
114 H. P. motor and operating at two speeds, 37 RPM and 58 
RPM. 














THE TOLEDO PIPE THREADING MACHINE CO. 





TOLEDO, OHIO NEW YORK OFFICE, 50 CHURCH STREET 


Mention Domestic ENGINEERING when writing advertisers. 
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Mor In these days of enormous production, large 

volume distribution and topheavy stocks, 
Sales it is interesting to compare conditions with 
those a short time back. In a July, 1923, issue of 
Domestic Engineering, the market report on pottery 
read, “A few of the potters who were involved in the 
strike are at work. Adjustment of the strike is not 
yet completed, but even though settlement is suc- 
cessful, there will be a general shortage of pottery for 
at least six months.” The report on enameled ware 
read, “Deliveries are not good, manufacturers being 
from ninety to one hundred and twenty days behind 
’ The report on steel pipe read, “Most of 
the miils are still far behind on orders and no ap- 
preciable gain is looked for in the near future.” And 
while there was no shortage of wrought iron pipe, 
range boilers, brass goods and many other products, 
their use was naturally curtailed because of their 
relation to those goods which were short. 

These reports reflect conditions which many plumb- 
ing and heating men have almost forgotten. And 
yet the reports are only two years and nine months 
old. As for the conditions themselves, they are not 
even that old, for their effect was felt for some time 
afterward. Only a little over a year ago it was still 
dificult to get enameled ware, for instance. Now, 
stocks of enameled ware are larger than they have 
ever been and immediate delivery can be made on 
practically all staple patterns. Since those reports, 
the pottery industry has gone through many changes 
in plant equipment and in type of labor. And there 
is no difficulty in securing all the staple ware needed 
now. Steel pipe mills have ample stocks and are not 
pushing production strenuously. 


’ 


on orders.’ 


There is plenty of 


pipe 
It is certainly a changing world—a fast changing 
world. But the conditions which prevailed back in 


those days have a direct bearing on present problems. 

For instance, sales problems are very much differ- 
ent in a market in which there is a shortage of mate- 
tial from those in a market in which there is a sur- 


plus of material. 
the one. 


Increased sales invite trouble in 
Unless there are increased sales, there is 
trouble in the other. Another thing—such changes 


as have taken place in the material market should be 
matched by similar changes in the labor market. But 
Whereas production of material 
the supply of journey 


they haven't been. 
has increased tremendously, 
men has decreased. 
lem. What is going to happen to campaagns tor 11 
the result of continued 


That represents a serious prob 


creased sales—what will be 
heavy production, if it is all dammed up because of 
lack of mechanics to handle the work of installation 

In short, many factors enter into the problem of 
creating more sales and the proper understanding of 
them makes solution easier. The manufacturer should 
know the contractor’s problems. The contractor 
should know the manufacturer’s problems. 
a responsibility to the other. The goal is more sales 


By working together it can be 


Each has 


and profitable sales 


reached. 


‘ou sell what you buy. If you buy qual 


Bargain ° 
it 
Stores 


doesn’t it 
bought, if the plumbing and heating industry is to be 


y, you sell quality. If you buy price, 


you sell price And it sometimes looks 


as if entirely too much price is being 


kept out of the cut-rate class of business. And 
plumbing and heating should be kept out of the bar 
gain store atmosphere. They are the very heart of 
the home and possess, if anything does, the finest 
talking points imaginable along the quality line 
The jobber and the contractor know what is neces 
sary, in point of material and construction, in the 
various goods they sell and install. ‘They know, too, 
that the same goods can be made a “little cheaper” 
but made at some sacrifice of guaranteed operation 
and service. Knowing this, they have the choice of 
buying the one or the other—the quality or the price 
They should not allow to influence their purchases 
the too prevalent thought that every one wants to 


buy “cheap.” If their good judgment dictates qual 
ity, they should buy quality. 
they buy it are the reasons why they can sell it. 


A reputation is easily acquired and difficult to lose. It 


And the reasons why 


is up to the man to decide what kind of a reputation he 
is going to build. He makes his decision when he buys 


the goods he is going to sell. 


17 











Perspective view 


of the Mantetsu Hospital, Dairen, Manchuria. 


Heating and Plumbing a 
MANCHURIAN HOSPITAL 
By HAROLD L. ALT 


NOTHER great step forward in the 
A modern hospital facilities has 

made in the Far East by the completion of the new 
Mantetsu Hospital at The 


and South 


been most 


Manchuria. 
financed by the 


Dairen hospital 


has been erected Manchuria 


Railroad and is only one of the many projects being car 
ried out by this railroad for the opening up of Manchuria 
to trade and development. 


Some idea of 


may be 


the magnitude of this project 
gained when it is said that the 
main 


supplying of 
recently 


Dairen and is 


crete skeleton construction 


the city of entirely of reinforced con- 
with brick walls outlined in 
granite with a white stucco band around the top story. 
The general construction work was carried out by the 
George A. Fuller Co., of the Orient, with W. S. Sample in 
and the mechanical equipment was installed by 
the Asia Engineering Corporation of Shanghai. The gen- 
eral finishing off of the building was done by local Jap- 


anese contractors and the mechanical installation in the 


charge 





building alone eclipses 
Rockefeller Founda- 
Peking, so far as floor 


even the 
tion in 
area is concerned, and has sev- 
eral other buildings on the site 
as supplementary units such as 
the contagious building, kitchen 
power house, 


building, animal 


house, morgue, nurses’ homes, 


etc. See 


perspective view 
which is presented at the be 
ginning of this article. 

This development which was 
originally expected to cost be- 
tween 6,000,000 and 7,000,000 
yen, is completely shown in 
Fig. 1, which is a plot plan of 
the property, with the size and 
build- 
will be 


locations of the various 
ings shown therein. It 
noted that all the principal 
buildings are connected to the 
boiler house by means of tun- 
nels which lie below grade and 
serve not only as pipe ways 
but also as truck ways between 
the buildings, kitchen and 
laundry, which is located in 
the boiler house. 

The main 
the slope of a hill overlooking 


— i—Boiler House. 
building sets on 2—Chimney. 
Morgue. 


4—Animal House. 





Fig. 1—Plan of the Mantetsu Hospital 








5—Kitchen. 9—Tunnel 
6—Present Building. 10—Contagious Building 
7—Present Building. 11—Elevated Wat: ank 


8—Tunnel. 12—-Police Statior 
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ontagious’ build- 
ing Was made by 
Katzumoto & Co., 
of Dairen. 

Equipment of 
the most modern 
type was used 
throughout the 
buildings as will 
be seen by refer- 
ence to the fol- 
lowing description 
and the completed 
building is a great 
credit to Ameri- 
can-Japanese co- 
operation. 

In the main 
building, sections 
one and two are 
devoted to doctors’ 
rooms, operating 
rooms, examina- 
tion rooms, audi- 
torium and library; 














sections three, SECOND 
four, five and six 
are almost dupli- 30 ‘ < 26 22. * 
cate units and are Fig. 2—A typical floor plan of wings Nos. 3 and 5. This arrangement is practically duplicated 
on- known as the on all floors. 
in “ward wings.” A , 
i 5 1—Supply Duct on ceil- 9—Isolation Rooms. 18—I1st Class Private i—_Pharm. Office 
ry. typical floor plan ing. 10—Tollet. Rooms—(Future) 5--Pharm. Staff. 
“4 y 2—Exhaust Flue. 11—Utility. 19—2nd Class Privat af Drug Preparation 
2 ol W 8 NOS. . ‘ . : fe " 
he f ings Nos. 3 lt = eer rl 129—-Diet Kitchen. Rooms 7—Drug Allotment. 
in and 5 is shown in 1—Supply Flue 13—Bath. 20—Nurses Rooms 28—Drug Testing. 
, 5—Roof. 14—-Nurses. 21—Exhaust Duct. on i—-Connecting Corridor 
, 9 ’ 
by Fig. 2, which ar- 6—Solarium. 15—Stores. Ceiling Below. between Units No 
yn- rangement is prac- 7—Children’s Ward. 16—Solarium 22—-Ampula. } and 6. 
; . P ’ 8—1ist Class Private 17—Children’s Ward 23—Chief Pharm Connecting Corridor 
p- tically duplicated Rooms—(Future) to Unit No. 1. 
he on all floors. ? 
Note the: various departments which are indicated by AMERICAN PLUMBING FIXTURES USED 


numbers on the drawing, Fig. 2,—-a typical floor plan of A Jo\ HE PLUMBING work installed is of the finest charac 
wings Nos. 3 and 5. | ter throughout, American plumbing and special hospi 
tal fixtures being used exclusively The initial 
plumbing fixture order for the fixtures on the 
main building alone amounted to $60,000 to 
which several other orders were later added as 
the building progressed. There are in the main 
building in its final f6rm, over 1,200 plumbing 
fixtures of all types The water closets in gen 
eral, are of the wall hung flush-valve type, and 
the other fixtures are of numerous types, too 
varied to enter into detailed description here 

It might be said, however, that a complete 
hydrotherapeutic equipment with control table 


ene 


is included, as well as a large tiled plunge bath, 
numerous bed pan sterilizers and other fixtures 


! 


designed specially for hospital use 

The roof leaders are all of cast iron soil 
pipe brought down inside of the building with 
special cast iron leader heads at the top and 


} 
i 
Y 


running traps at the bottom before they connect 
to the sanitary house drain. 

Floor drains of special type are installed at 
desirable points throughout the buildings and 
hose connections for outside sprinkling are con 
veniently located in the outside walls. 

All soil pipe 4 inch or larger, is of heavy 
cast iron while waste pipes and vent pipes are of 
galvanized steel with special recessed fittings on 
the waste lines. All piping is concealed in the 
shafts 








Showing side of air washer and vents with casing left off hung coiling and in pipe 
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ALL DUCTS CONCEALED 
ventilation ducts are carried up main 


LL ve 

A supply and exhaust shafts running from 
the top to the bottom of the building; at each 
floor horizontal distribution ducts are taken of 
these being located in the central cor. 
ridors and above the corridor hung ceiling. The 
supply duct is on the bottom and has horizontal 
branches running to grilles in each room, the 
grilles being located over the doors. The ex. 
haust duct is placed on top of the supply duct 
and has branches running to the exhaust outlets 
at the baseboard of the floor above In this 
way all duct work is concealed and the branches 
are cut down to a minimum. 

Fig. 2 illustrates a typical ventilation for 
the second floor, the duct shown in wing No. §, 
being the supply duct for that floor located on 
the ceiling of the same floor while wing No. 3 
shows the exhaust duct for the same floor which 


ducts 





an gh ee, ee ee 


Scole in [cet 





; 


Fig. 3—Diagram of drinking water system, 


The hot water supply is divided into three sections, 
each section having its own special multi-tube storage 
heater supplied with steam from the boiler house and 


with automatic control. 
Special hot and cold water outlets are installed at con- 


venient points for doctor’s and laboratory use. 


temperature 


All of the heat is provided by a vacuum heating sys- 
tem, steam being supplied at 100 lb. pressure from the 
boiler house through a tunnel about 600 feet long, as 
shown in Fig. 1, and being reduced down in the separate 
wings so as to feed the various sections of the heating 
system through reducing valves. All returns are carried 





is located on the ceiling of the floor below. 

On the roof are located six fan rooms in 
which exhaust fans are located to correspond 
with the supply fans in the basement. 

Automatic temperature control is installed on 
all radiators located in the four ward wings, 
with diaphragm valves placed on the supply to 
each radiator. This is one of the first installa- 

tions of automatic control to be installed in China. The 
American concern that supplied these controls did not 
want to sell their equipment for use here until they had 
been convinced that the contractor who would install it 
was thoroughly familiar with such work and competent 
to properly erect such a system 

Gas piping is carried into all parts of the building espe- 
cially in the laboratory and doctors’ portions. All outlets 
are provided with two-way hose cocks or capped outlets 
for connection with other apparatus later. 

A special system of steam piping with returns is in- 
for sterilizer and other uses, this steam being 


stalled 




































back to the vacuum pumps, located in 
the boiler house through the same tun- 42 Disch from Confagious, GAL Spam lo 
nel. All steam piping is concealed, the rN. 
same as the plumbing pipes (except in | 
the basement) and is covered. Ny 
The radiation consists of over 1,000 o 
radiators, being of the wall type exclu- e 
sively except in the corridors and special 1 yy oe 
locations where column radiators are | 7 ON 
used s 2 Y 
The entire building is ventilated with L » \ 
conditioned air and exhausted by special a 
exhaust fans In the basement are six 
supply fan rooms in which are located “Of he 
vento heaters, supply fans and air wash- < al i \ 
ers The total amount of air supplied 33 | 
and exhausted from the main building is ata = = a 
170,000 cubic feet per minute. i TT 2 | hel s =i z 
The blast radiators are provided with WN Wit 3 | |? | : Fi 
automatic temperature regulation and %, F . 
the air washers with automatic humidity VL PDrip Trop j | 
control. The air duct has mixing damp- peemna ‘K 
ers thermostatically controlled. A yy sotentee 
All duct work is constructed of rust **7dp7ree y 
proof galvanized iron with grilles having yo 
volume dampers back of each grille. aS } 
Ducts are not covered as the air is sup- wah SSN 
plied at 70 deg. F. (same temperature as A ol 


the building) and is for ventilation only, 
no heating being done by the air. 

















6 Br Pump duchow from IW Healer 





Fig. 4—Layout of the pump room. 





926 


ets 
his 
hes 





about 


water, 47% 


March 13, 1926 DOMESTIC ENGINEERING 

taken off the high pressure line through a reducing valve Max. consumption probably 
cutting the pressure down to about 50 lb. gauge. The Temperature of outgoing 

steam traps used for this system were made in the United Temperature of returning water, 


States and all outlets are capped at the wall ready for 
sterilizer connection later. Temperature drop 

Vacuum cleaning is installed throughout with outlets 
go that any part of the building can be reached with a 


Maximum temperature of make-up water, say 
Length of longest run—700 ft 


50 ft. length of hose. The 144 outlets are of the flush 
snap shut type. .The piping for the vacuum cleaning 100 ft 
system was all made up with special recessed screwed 
drainage fittings with easy turns and plugs so that the 50 ft 
entire line can be cleaned from end to end 50 ft 


Total length of 
Maximum 
20 Ib 
fittings leaving 
Then 


per lin. ft. or 


above 


There are § sets 


total quantity of 


sume a total quant 


20 gal. per 


or two and 


eighth of five-sixth 





Erecting the two 400-H.P. water tube boilers. Friction in 


minute, 


maximum 


Total length of run 
circuit 
allowable 
total of which 


20 
10 It 
O06 
ot su 


water 
itv of 


in W 


one-half gal 


gal 


sumption or a total of 2.5 


minute with an overload 


run will 


, gallons per minute 
deg. F 


52% deg. F 


5 deg. F 

80 deg. F 
boiler house to front 
of building No. 1 
horizontal in building 
1, basement 

vertical to top of riser 
for offsets and miscel 


laneou 


900 ft 
900 = 1.800 ft 


friction assumed at 
half is used up by the 
10 or 10 Ib. for pipe 


) 1.800 ft 006 Ib 


100 0.6 Ib per cu. ft 


pply and return riser 


and each set will have to carry one-eighth of the 


For trial we may as 


water amounting to 


hich each set of 


case 


risers will carry one-eighth or so gal. per minute 


per minute plus one 
per minute for con 
plus .10—2.6 gal. per 


minute average circulation or possibly 3 gal. per 


on the riser 


at 3 gal. per 


minute maximum circulation amount to 


Fire piping is installed throughout with fire hose and 24 Ib. on risers 1 in. 
racks in cabinets, outlets being placed so as to cover the 24 Ib. on 
whole building with a 50 ft. length of hose except in a 2.99 Ib. « 


few cases where 75 ft. lengths are required. 


branch 1% in 


> 


n tunnel 2 in 


L 


Compressed air piping is also run throughout the build- °-47 Ib. on total pipe. 
ing with numerous outlets in the laboratory section and °-47 !b. extra for fittings and 
also to supply the automatic temperature control. The 
air is compressed by an air compressor which is located in 6.94 Ib. total friction head 
the boiler house. The air is stored in a receiving tank 15.98 Ib., say 15 Ib 
from which lines are run through the tunnels to the sumed. 


various buildings. With these pipe 


THE DRINKING WATER SYSTEM 


RINKING fountains are located in all cor- 
D ridors and a circulating system of cooled 
and filtered drinking water is run to all these 
fountains, the being with cork 


lines covered 


valves 


and 


doubling for 


return 


for safety against 20 lb. as 


sizes Which are 1 


reasonable from a frit 





‘overing, the water leaving the boiler house at 
47 deg. F. and returning at 53 deg. F. In the 
boiler house the cooling 
tank and is then re-circulated by a pump. All 
make-up water coming into the system is fil- 
tered through a 6-candle filter and is stored in 
a balancing tank. 
shown in Fig. 3 and the calculations for same, 
Which may be of interest, are as follows: 


Main Building 
Number of occupants (estimated), 1,000. 
D. W. per person including waste, ™% gallon 
Total consumption per day, 500 gallons. 
Total consumption per hour, 500+10—50 gal- 
lons per hour. 
Total consumption per 
gallon per minute. 


water is cooled in a 


A diagram of this system is 


minute, 50+60—5/6 


Showing radiator with thermostat control 








valve 


and return trap valve. 
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Hydrotherapeutic 





tion standpoint, the exposed pipe surface is as 
follows 
8 supply risers—-1 in. pipe at .35 

sq.ft. per lin. ft.and 50 ft. high 140 sq. ft. 
6 branches—-1%% in. pipe at .50 sq 

ft. per lin. ft. and 100 ft. long... 300 sq. ft. 
1 tunnel main—2 in. pipe at .62 sq. 

ft. and 700 ft. long eee ee 450 sq. ft 
Total surface on supply lines... 890 sq. ft. 
Total surface on return lines 890 sq. ft. 
Total surface on all lines .1780 sq. ft 
10 per cent for fittings, ete 178 sq. ft 

1958 sq. ft. 

Say 2,000 sq. ft 

2,000 sq. ft. of bare pipe~50 deg. F. temper- 
ature diff 2 B.t.u. per degree—200,000 B.t.u 
per hour loss on bare pipe with covering of 89 
per cent efficiency, the loss will be 100—80—20 
per cent, 200,000 B.t.u.%20 per cent 
40,000 B.t.u 

521, deg 417144 deg.—5 deg. F. drop in 
water 

40,000—5—8,000 Ib 
of water to be circu- 
lated per hour 

8.000 B32 1,000 
gal per minute or 
1,000+60—16 2/3 gal. 
per minute against 20 
gal. per minute as- 
sumed. 
Contagious Building: 


Number of occupants 


(estimated), 200. 


Gal. per hour—10 
Gal per minute 
1/6. 


Maximum 
tion probably 


consump- 
about 


1/3 gal. per minute. 
Quantity of water to 
be 10 


gal 


circulated, about 
per minute 





One of three domestic hot 


A battery of surgeons’ lavatories with pedal supply valves. 








water heaters, capacity 860 U. 


S. gallons. 


shower and porcelain enameled iron roll rim contin- 


uous flow bathtub. 


Total pipe friction 
about 20 Ib. 

Length of longest 
run: 
1 riser 1%’ 

30 ft. high 30 ft 

1 branch 1%" 

150 ft. long— 150 ft 
ltunnelline 1'.” 

530 ft. long 520 ft 


Total 
longest supply 710 ft 

Total length of 
longest retur! 


length of 


710 ft 


To ref. pump 1,420 ft 


3 in. pipe in main 
tunnel 200 ft. addi- 
tionalx2@30 gal. per 
minute. 

If the total friction 
loss must be limited to 
20 Ib. then: 

% of 20 lb. or 10 Ib. will be for fittings and 

1% of 20 lb. or 10 Ib. will be for piping only 

20 Ib.+1,420—.007 Ib. per ft. or 0.7 Ib. per 
c. feet. 

With two sets of risers and not over 10 gal 
per minute circulated each set will carry 10+2 
or 5 gal. per minute, or say 7 gal. maximum in 
cluding overload and consumption. 

11, in. supply risers ...30 ft. high 09 Ib 

11%, in. branch ....-150 ft. long 46 Ib 

1% in. main .........530 ft. long 51 Ib 
3 in. main at 30 gal. per minute 

200 ft. long 22 Ib 

‘ P —" rg Th 

Supply pipe friction ........ 8 Ib 

: saat 9@ Tb 

Return pipe friction........ ‘ sou 

IE Weird see ape ated Ak es ev (a has a 6 Ib 

Double for fitting.............. 6 Ib 

‘ : 40 Ih 

Total friction head .......... a 


(Continued on Page 43) 
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A pretty nice setting for the message of sanitation, isn’t it? 


Training Possible Competitors 


By MILT MARVELS 


his army had a marshal’s baton in his knapsack. 

Napoleon had a right to say that, since he him- 
self had come up from the ranks. It is equally possible 
that every journeyman in every shop in the country has 
a master’s shingle in his tool kit. At any rate, it is 
certain that a number of men who are today journeymen 
will one day open plumbing and heating establishments 
of their own. 

We are creatures of the circumstances in which we live. 
When a man leaves behind him his journeyman days and 
steps into the new role of master contractor, he takes with 
him all that he learned as a worker with the tools. The 
fact that he becomes his own ‘“‘boss’’ does not change him 
fundamentally. It is the same man who went out on the 
job as a mechanic¢, in a new set of circumstances. 

It follows, therefore, that what kind of a contractor he 
Will be depends upon what kind of training he had when 
he was a journeyman. Among the men for whom he 
works there will be those whose example he will follow. 
Those men, then, have a very direct responsibility for 
that new contractor. They may have a very direct in- 
terest in the kind of competition which he will bring into 
the field; for he may become a competitor of theirs. They 
Owe it to the industry that, as far as they are concerned, 


N ts arm, once said that every private soldier in 


that new contractor will have. been in contact with sound 
methods of management, selling and service 


NEED FOR SOUND TRAINING 

UR INDUSTRY, you see, is like royalty. If you 
QO belong to royalty you have to stay within the bounds 
of royalty when you marry. In our industry it’s almost 
absolutely necessary that you be in it before you attempt 
to hang out a master’s shingle. There are exceptions, of 
course, where men have exceptionally good mechanics to 
take care of the technical end of the business, but almost 
all of the contractors in our field learned their business 
as mechanics. he danger is, of course, that with little 
outside blood coming in, progress will not be kept at its 
proper pace. We pyramid workers within the industry 
hence those who form the base of the pyramid must be 
responsible for the soundness of the structure. 

This running commentary on the industry arises out of 
the story of one Robert P. Clark, of Arkansas City, Kan 
sas, who, in 1921, decided to become a master plumber 
and heating contractor. In sketching out the years during 
which he was learning the business, he says, ‘I worked 
for several years for prominent master plumbers ; 
and I feel very grateful to those who have assisted me 


” 


and educated me in the business 
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Inside 


that the seed 


in the days 


fact 


he attains was planted 


Mr. Clark recognizes the 


of whatever 


apparently 
success 
when he was getting his experience. The soundness of his 
his attitude toward every phase of 


planning his policies he 


training is evident in 


his business Undoubtedly in 


has selected those things which seemed to him to be 
sound and necessary to the building of a permanent busi 
ness, which does credit to his own judgment and to the 


men whose example he is following 
This thing of sound business training is like red-headed 


ness in the family—it shows up from generation to gen- 


eration Show me an establishment that is well-run and 
I'll show you an establishment from which wiil come 
future merchants who won't know how to conduct a 
business in any way but along sensible lines 


Mr. Clark has no desire to fool with work the price of 
which will not return him a proper overhead and a rea- 
the Trade 
also acknowledges his indebtedness 


sonable profit He has gone to Extension 


Bureau——to which he 
knows 
together with 
them to 


for his method of figuring costs and profit He 
to do business and that, 
knew what it 


him 
men 


what it costs 


his work with who also cost 
do business, makes it impossible for him to walk into a 


loss with his eyes wide open 


MAKE A GOOD IMPRESSION 
AYBE YOU can remember ’was back when you went 
M to call on the young lady who seemed to possess 
all the qualities of the angels. You probably spent quite 
a while in front of the mirror, while the family gave you 


look 


turn 


with 
your 


advice and encouraged you to your best 
that back of 


But you took the time necessary to assure yourself 


good 


sundry remarks made you red 


ears. 
that 
cially if it was the very first call you were making 


you presented the best possible appearance—espe- 
You 


wanted to make a good impression 


distinctive 


the Clark Salesroom—Still in the right setting for selling sanitation. 


Let me tell that Miss Buying Public is 
keenly aware of appearances, and distributes her favors 
where the best impressions are made. And being fickle, 
and likely to trade today in one place and tomorrow in . 
another, it is necessary that she always have a good im- 
pression made upon her by merchants in various lines 
That’s why I think that Mr. Clark’s store is worth some 
The approach to it certainly gives the im- 
good management. The neat little plot of 
grass with its flower beds, and the general orderly, spick- 
and-span appearance make a splendid setting for the 
of sanitation. The simple, 
taken in at a glance 
and the whole story of the compact, good-looking bath- 


you just as 


enthusiasm. 


pression of 


of the subject 
window display can be 


presentation 


room is told. 
Aside from 
we cannot be 


the since 


too 


fact that 
particular about 


this setting is correct, 
the atmosphere in 
which we try to put over the message of sanitation, there 
is that appreciation which every man and woman has of 
the display of merchandise. It argues 
just as personal neatness gives the im- 
pression of ordered thinking. When any business estab- 
lishment is allowed to “run to seed” it makes you feel as 
if the business is galloping away with the management 
It’s a lot easier to sell in orderly surroundings—especially 
the customer knows that you will have to come 
his home and install the merchandise you sell. He 
will take it for granted that the work will be don: 

These are things which Mr. Clark knows. He has 
adapted the best of his experience to his present needs 
and the result is eminently satisfactory. If any in who 
is working for Mr. Clark ever opens up a shop of his own 
in future years, that man will have at least this one 
example to guide him and to urge him to present his 
message as it should be presented. 

Mr. Clark also has a very definite idea of | ity 


orderliness in 
trustworthiness, 


when 
into 
neatly 


to 
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the industry. I can trace that sense of duty to his realiza- 
tion that it, too, was one of the admirable things about 
those men under whom he learned the business. Mr. 
Clark is a member of the auxiliary committee on stand 
ardization for the state of Kansas and is enthusiastic for 
the work it is doing—an enthusiasm based upon his belief 
that standardization will be a good thing for the whole 
industry and for the country. You will never find the 
man who has a pride in the things which his industry is 
accomplishing cheapening that industry in his own place 
of business by unsound practices 

The salesroom is a pleasant, business-like place. You 
will notice that it is the policy there to carry accessories 
Mr. Clark believes this to be a good thing because the sale 
of accessories often leads to larger sales; besides that, it 
is one of the ways in which the plumbing and heating 
eontractor can impress himself on his community as a 
retail merchant, to whom they should come for plumbing 
and heating needs, rather than going to a hardware store 
or looking into the mail order house catalogs. All fixtures 
in the salesroom are priced. Here’s Mr. Clark’s slant on 
this matter: “It’s a good practice. It gives customers 
a comparative view of plumbing fixtures and other com- 
modities. Nearly all customers desire to know the price 
Having all fix 
tures priced prevents any mistakes on the part of the 
salesman and helps toward efficiency.’”’ 


of things they are interested in buying 


LET THE CUSTOMER COMPARE VALUES 

IS THOUGHT about giving the customer a chance 
H to compare values is one to turn over in your mind 
a little bit. In your mind, doesn’t a fine looking piece 
of bathroom ware justify its price? Think of the furni- 
ture store (from which a customer may have come) show- 


‘ 


ing the various ‘‘antique”’ bits of furniture with their high 
prices Your customer, with your help, can easily be 
made to see the value of a piece af home equipment which 
will probably outlast the home when compared with other 
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items of furnishing which show wear and tear and must 
be replaced from time to time 


These details of administration are important because 


each one of thein adds something to the total impression 
which the establishment makes. And the forearming of 
the man who is to go into business with sound ideas means 
that the new business will be good competition 

Take the matter of complaints and adjustments It is 
inevitable that in a business where mechanical skill plays 
so large a part there will be disputes The only way to 
handle them so that they may not injure the reputation of 
the business with one or more customers, is to have a 
general policy in advance and stick to it Complaints are 
handled by Mr. Clark himself His rule is a simple one 
‘“‘Be sure the complaint is justified,’’ he says, ‘‘and avoid 
all heated arguments and law suits.” 

These things are being passed on to the men who work 
for Mr. Clark Just as he did, so will they 
ideas they see being put into practice His rule here is 


absorb the 


again very simple, but effective Hie says, ‘“‘Let employes 
feel that they should have the interest of the business to 
heart, as well as personal advancement. Give them added 
responsibility Here is a nice balancing of the idea that 
after all, the business must prosper if the men are to 
advance; together with the opportunity to gain some idea 
of the problems of the business by taking on responsibility 

The Clark establishment is not a large one. Yet I see it 
as one link in the chain which is reaching from older 
shops out toward the shops which will be opened in the 
future, and binding all of them together in a respect for 
sound policies of doing business It takes a long time 
for a man to learn from his own experiences, and he 
garners many a bard knock in that kind of schooling. Let 
the shop in which he gains his experience be conducted 
in accordance with correct business methods and when 
he is ready to step out he will have his years of hard 
knocks discounted and will never be a disturbing influence 
in the field 


The Second Annual Conference for Training Plumbing Instructors 


See Page 81 in This Issue 
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The Pumbing instructors, journeymen, and the faculty at the second annual Conference for Training Plumbing In- 
structors, held from February 22 to March 6, in Pittsburgh, under the joint auspices of Carnegie Institute of Technology, 
the University of Pittsburgh, and the National Trade Extension Bureau of the Plumbing and Heating Industries. 








The Round Table takes up a new 


HEATING PROBLEM 


Study this problem, copy the layout on the following page and then draw in the pipe lines. Send your solution 
to “Domestic Engineering” and it will be analyzed by the Round Table Chairman and 
discussed by him in a Round Table article a few weeks later 


Marino, Hazelton, Pa., and Chas. LaPrairie, Sher- job. Figure on an outdoor temperature of 10 degrees 
brooke, Que., Can Welcome, gentlemen, to our below zero and the room temperature of 70 degrees. The 
Round Table We trust that you will enjoy our sessions. outside walls are built of brick, 12-in. thick. The ceiling 
Our next problem is to figure the radiation required for height is 8 ft. Figure on single glass only. Do not forget 
the first floor of the building for which we made the base- to take the basement temperature of 60 degrees into con- 
ment plan in our last session On this first floor plan, sideration. Remember it is not always necessary to place 
locate the risers, all of which are to be run concealed. No the radiator under the window. Sometimes it may be 
pipe chases are allowed in the outside wall, and very little desirable, however. Figure on standard radiation wherever 
pipe is to be exposed in the rooms. possible. Window radiation costs 
: 3 more money and requires a greater 
space. Do-not figure on any more 
radiation than absolutely necessary 
to heat each room with a steam 
pressure of % to i Ib., allowing, of 
course, for exposures. The building 
is exposed on the north and south 
sides only. 

Figs. 1 and 18 are sitting rooms; 
Figs. 2 and 14 guests’ bedrooms; 
Figs. 3 and 15 libraries; Figs. 4 and 
13 toilets; Figs. 5 and 12 bedrooms; 
Figs. 6 and 11 dining rooms; Figs. 7 
and 10 pantries; Figs. 8 and 9 
kitchens; Figs. 16 and 17 entrance 
halls; Fig. 19 is entrance. 


| ET us first introduce our new members: Frank P. you short connections. The job is a low-pressure steam 


Show these risers running up to the 
second floor on which is located the 
same amount of radiation that you 
have on the first floor. The main 
entrance door is on the north side. 
Figure risers large enough so that 
they will take care of the second 
floor. Use the page on the opposite 
side and draw in the radiators to 
save time, then copy it and mail it to 
“Domestic Engineering.”’ You will 
note that rooms 3, 15, 5 and 12 are 
inside rooms without windows. 
These rooms are located in this 
manner to make the problem more 
interesting and to see what our 
Round Table members will do with This is a very interesting problem 
and I know that you will enjoy solv- 
ing it. It will teach us many things 
and will give our class much to 
think about. If additional informa- 
tion is needed please advise. 


the locations of radiators and how 
they will figure the radiation 

All windows are 3 ft. wide and 
5 ft. high, except in the bathrooms 
No. 4 and No. 13, the windows of 





which are 2 ft. 6 in. by 3 ft. 6 in. . To the newcomers who are not yet 
Where double windows are shown, R. H. Drussa, Round Table member, J.D. familiar with the manner in which 
each window is 3 ft. wide and 5 ft. Manley & Co., Springfield, Mo. the Heating Problems and the Round 
high. The main entrance door is Table discussions are handled, it 


3 ft. 6 in. by 6 ft. 6 in. The stairway shown need not be might be well to explain these features and how each 
taken into consideration. It leads to the second floor. participant may get the greatest amount of benefit from 
The pantries No. 7 and No. 10, closets No. 23 and No. 24, them. Heating Problems are published at regular inter- 
and halls No. 16 and No. 17 are not to be heated. vals in “Domestic Engineering,” usually every other week. 

When locating radiators, take into consideration the The solutions come trailing for a month or six weeks. It 
placing of the furniture in the rooms and do not locate would be a fine thing if they were all sent in promptly. 
radiators where they will be in the way of any furniture Then an article is prepared by the Round Table chairman. 
that may be placed there advantageously. No. 29 and This article is published under the title, ‘‘The Round 
No. 21 represent buffets in the dining rooms. No. 22 isa Table.” The Round Table article contains corrections, 
chimney. Give proper size and height of chimney to take comments and suggestions regarding each solution. The 
care of the 1,800 sq. ft. boiler, located in the basement. geographical scope of the Round Table takes in United 

In your reply state how you figured radiation and what States, Canada and many other fcreign countries. Every 
formula or coefficient you used for the walls, glass, floor, man interested in the advancement of heating is invited 
cubical contents, etc. Apply as far as possible, the lessons to join. When a heating man sends in a solution of a 
learned in former discussions, and use the latest methods. Heating Problem, he automatically becomes a member. 
Use short connections between riser and radiator and, 
whenever possible, connect two radiators to one riser and 
return. 

The radiators are of the hot water type. Supply on top 


and thermostatic trap on the opposite side of the radiator. 1 
Wherever possible run the supply on one side of the IW 
radiator and the return on the other side. This will give 
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four or five weeks there will be inaugurated in 
estic Engineering” a system of comprehensive in- 
ion in heating, taking into consideration every phase 
iting installation and almost every difficulty ever 
ntered in the heating business. This will be con- 
i through the Heating Problems and the Round Table 


es Members of the Round Table and all others 


sted in the advancement of their knowledge of 


ig are invited to participate in these discussions and 
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to get all the benefit possible from the instruction pro- 


vided. 
An advantage could be gained if all members would 
send their solutions in promptly At the present time, 


solutions come stringing in for a month or six weeks 
On this account it is necessary to delay the publication 
of the Round Table article for perhaps two months after 
the Heating Problem is published. Send in your solution 


today and become a member of the Round Table. 


N 
19 
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No. 33 in a series of Picture-Stories 
on the manufacture of BRASS PIPE 


THE PIPE MILL 


more distinct lots in each size and each lot cor ting 











of anywhere from three to twenty piles with vera) 
hundred pieces of pipe in each pile. If one can picture 
these pipes scattered among hundreds of pieces of ma- 
chinery in what would seem to the uninitiated to be 


utter chaos, he may then form some conception of what 
a modern brass pipe mill is like. Despite this apparent 


The making confusion everything proceeds in a systematic manner 
of cores used In the threading of modern brass pipe, plumbers can 
in casting tn use exactly the same dies that they have used for iron 


a modern 


pipe. They do not even have to change the adjustment 
pipe mill 


of the dies, but can go ahead and thread the pipe as 
if it were iron. The thread should be started in the 
usual way. Pull easily and steadily until the thread is 
run up full length. ‘Don’t ‘‘jerk’”’ or ‘‘yank’” the dies. 

Fix the brass pipe in the vise, using clamps described 





in previous brass pipe stories. Do not allow the end 
to project more than is required sufficient for easy work 
ing, that is about 6 inches, from the face of vise, the 
| previous issues the making of cores as illustrated less projection the better. This makes the pipe stiffer, 








— 





above, and the casting and piercing of the billets and so it resists the threading strains in a better manner 
has been described. The picture below gives a gen- than it otherwise would. 


eral idea of what a tube or pipe mill looks like. Few Examine the dies and see that they are set to the 
have any idea of the extent of many of these mills. correct gauge mark so that they will cut the thread 
Imagine, if you can, a mill producing eighteen different standard size. By cutting an exact-to-standard thread, a 


iz of pipe from % in. to & in. in diameter, ten or tight, metal-to-metal joint will be obtained. 


- 
cs) 





General view of a brass pipe mill 
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The new Honey 
well 15-20 day 
clock Ther 
mostat offers a 
new standard of 
service and a 


Of the important domestic oil burners 
listed as standard by Underwriters’ 
Laboratories, Inc., a majority is equipped 





with Honeywell Controls. 


curacy 




















Thousands of Householders 
Ready to Buy These Controls 


Many of your customers do not yet know 
the comfort and convenience of auto- 
matically controlled heat. 


They are still regulating their room tem- 
peratures by hand, running to the base- 
ment several times a day to fuss with the 


heater. 


Tell them how much better a good auto- 
matic control does this work for them. 


They, can easily be sold on the advan- 
tages of a reliable regulator that works 
automatically and is always on guard. 


Tell them about the new Honeywell Con- 
trols--so simple, so dependable, there are 
never any service annoyances, never any 
bother. 


Honeywell has developed automatic tem- 
perature control to the point where it is 
so satisfying that no home wants to be 
without it—once its superior advantages 
are understood. 


There is worth-while profit in this big 
field. Sold only through the regular 
channels of the trade. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 
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OLFF quality plumbing fixtures need 

no introduction to wise plumbers. For 
70 years Wolff Plumbing Fixtures have been 
adding to the prestige of master plumbers 
all over the country, and the number of 
Wolff boosters is increasing every year. 








Wolff quality plumbing affords short cuts 
to bigger profits. One method is by means of 
the Trade Extension Bureau’s Inspection 
Report Card. 








Write for their interesting booklet explain- 
ing the advantage of using this card. Then 
send for your allotment of Wolff Plumbing 
Booklets. The two together will enable you 
to increase your profits in"a way that you 
will quickly appreciate for, Wolff Plumbing 
Fixtures always command better prices. 











Wolff Manufacturing 
Corporation 


General Offices: 2057 Fulton St., Chicago, Ill. 





Branches ana distribution in all principal cities. 
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ipe Bendin g 
By R. M. STARBUCK, JR. 


HCENTLY there came to us a request to take up 
R the subject of pipe bending,—-no particular kind of 

pipe, but just pipe bending in general. This is 
along a considerably different line from any that have 
been handled in these articles, but we are pleased to have 
such suggestions made, and glad to give you whatever 
we can on the subject. 

When one speaks of pipe bending, he generally has in 
mind wrought, steel or brass, and it is with these mate- 
rials that we shall chiefly deal. 

While pipe is bent for all kinds of different reasons, it 
is very largely bent in order to overcome the necessity 
of using fittings, and in nice work bent piping is very 
largely taking the place of fittings. Indeed, some advo- 
cates of welding claim that in certain lines of piping, the 
time is coming when many fittings will be largely done 
away with, their place being taken by welded joints, these 
being welded on the job. 





Figs. 3, 4 and 5 


The use of bent piping produces remarkable results, and 
this is especially true in running circulation. It very 
largely overcomes the loss of head due to the friction of 
water flowing through an elbow. The two tables which 
follow, show the loss from elbows and other fittings. 

Friction in 90-Degree Bends 
Diameter Friction in the bend is 
of equal to the friction in number 


Bend of feet of straight pipe as below 
Be i is Xs a ae Pitas inns mae 20 ft. straight pipe 
4 SMES Neraath dos a a bb aan és Waala 316 wel’ 15 ft. straight pipe 
© Se B5Gs iscccaxsdarssdivas .... 9 ft. straight pipe 
eM Ges ters oT Ty TT eReT Eee 5 ft. straight pipe 
l eet Pe aoe Dati wie fase gi 3 ft. straight pipe 
OWS Mk, Wie Wises caeaas ewe _ ... 2 ft. straight pipe 
1 he treat casio sete Pere 1 ft. straight pipe 
Comparative Friction of Fittings 
Kind of Number of 90-degree bends 
Fitting it is equal to In frictiona)] resistance 
UR ad oar 1/10 of 90-degree bend 
45-deg. Elbow ...... yee re % of 90-degree bend 
Upen Ret. Bemd........c000s Same as 90-degree bend 
seg EEE LE Pe Te 2 90-degree bends 
MNCS WEE ire acy ayia indo 0 ve erie % of 90-degree bend 
Globe Valve .......,, jepesacenae® 12 90-degree bends 
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Figs. 1 and 2 


In considering the subject of loss through friction at 
90-degree bends, it should be stated that here, and in all 
other fittings, the loss may be very greatly reduced by 
reaming the pipes. The loss between pipes having plain 
unreamed ends, and those having reamed ends, is graph- 
ically illustrated in Fig. 1. The obstruction presented by 
the unreamed ends results in a loss five times as great as 
that experienced in the use of reamed pipe. 


HOME MADE METHODS OF BENDING PIPE 

si ay be interesting and instructive to know some- 
| thing about some of the common “home-made” meth- 
ods of bending pipes that we have run onto, and doubtless 
every one of our readers could add to these various 
expedients out of their own experience. It would be a 
very fine thing, by the way, if many would give us the 
benefit of their experiences in this and any other practical 
every-day matter that may come to their attention. 

A very simple and inexpensive device that will be found 
helpful in the bending of small is illustrated in 
Fig. 2. We believe it is called a hickey. Get a tee of 
such size that the pipe to be bent will slip through it, and 


pipes 














Figs, 6 and 7 
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into its side opening screw about three feet of pipe. Slip vise; used on the floor or bench, and attached rigi toa 
the pipe through this tee to the point where the bend is bench. The snug support of the 6-inch disc prevents 
to be made, and use the tee with the pipe into it as a kinking or flattening of the pipe. It guides Dipe 
lever, as in A, or as a support to bend against, as in B. throughout the bending operation, and with its rolling mo- 
With this device a sharp bend can be made at the point tion, shapes the pipe to the desired bend. The natural 
desired. pull of the handle fits the hickey to the pipe with a vise- 

Two other simple methods are seen in Figs. 3 and 4. like grip, while adjustments between disc and handle 


The device in Fig. 3 is made of two heavy wooden 
trips which are bolted together and through the work 
bench. With centers on the division line between the two 
parts, holes are drilled of such size as to take the sizes 


of pipe required to be bent. The corners about each hole 


are rounded to make the bends as smooth as possible. 


Fig. & 


The device shown in Fig. 4 consists of a heavy wood or 
cast iron former bolted to the bench, with a grooved wheel 
the lever 
pipe bent by 


or roll working outside form on a 


Quite 
methods 


large sizes of may be these two 


For larger sizes of pipe, three good methods of bending 
6 and 7 

5 consists in the use of two pieces 
bolted to their 


are shown in Figs. 5, 
The 


of heavy 


Fig 
with 


method of 


joist, another short piece 











Fig. 11 Fig. 12 


under side, and a fourth movable piece. The bending is 
done as shown in the illustration, and is governed by the 
movable piece. 

Fig. 6 shows quite a powerful method; making use of a 
heavy upright timber. 

In Fig. 7 is 
pipe 
serewing a large eye 
be This device is 

In recent years many 


shown a bending form, capable of use in 


bending up to 2-inch The bending is controlled by 


screw up or down, as the case may 
of cast iron. 


different 


made 


types of machines for 
the bending of pipe have appeared, and we think it will 
be profitable to present some of these with a brief descrip- 
tion Some of these are hand machines and others op 
erate by power 

Figs. 8 and 9 show two similar types of benders, each 
hand operated. The machine in Fig. 8 bends up to 2-inch, 
and the other to 1-inch. The form and the bending roll 
are both concave, fitting around the pipe and preventing 
kinking or flattening. It is easy enough to bend a pipe, 
but it is more difficult to keep the bend from flattening. 
The operation of the Fig. 8 bender on sizes between 114- 
and 2-inch requires two men. By changing the location 
of the wheel on the lever, the radius of the bend can be 
changed. 

An excellent pipe hickey or bender for hand 
pipes up to 1-inch, is shown in Fig. 10. The illustration 


shows it used in three different ways: held in a bench 


use on 





Fig. 9 


allow different leverages and working positions 
BENDS OF ANY KIND CAN BE MADE 
HE BENDING device illustrated in Fig. 11 is for 
attachment to bench or floor, while Fig. 12 a similar 


one which is made to be attached to a wall or to a plank 


o> . 
ae ( @ead~ 
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Fig. 10 


spools 


In either of them, by slipping the two wheels, or 
as they are called, into different positions on the slots 
provided for the purpose, bends of every conceivable shape 
may be made Having set the machine to produce the 
required bend, as many bends identically alike as desired, 
may be made. This is especially important in apartment 
house work, where there may be, say, twelve or twenty- 
four or more bathroom installations, one above the other, 
with pipes in each bathroom identical. Pipe bends may 
be made beforehand for all the bathrooms, exactly alike, 
by setting the bending machine to give exactly the right 
bend, 

A very efficient pipe bending machine of considerably 
different type than those previously considered, is the one 


seen in Fig. 13. The ratio of gearing in this machine is 
25 to 1, giving it a powerful leverage. The quadrants or 
forms on which the pipe is bent, are bolted to a face 


plate, which has a continuous rotary motion. The resist- 

ance stud is located on a movable arm provided with a 

T slot, permitting the stud to be placed anywhere within 

the radius of the arm. The face plate has four T slots, 

upon which any style or shape of former or quadrant can 
(Continued on Page 71) 











Fig. 13 
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this Engineer insisted on 


FLEXITITE DISC 


Gate Valves J 





0-B Brass or 


are made in the following styles 


Flexitite Disc 


Gate Valves 
125 lb. Standard No. 20 
100 Ib. Light Std. No. 25 


Radiator Valves 
Flexitite Disc Gate No. 50 
Steam No. 30 
Hot Water No. 40 
Packless Graduated No. 35 
Union Elbows No. 45 


Globe, Angle and 
Check Valves 


Brass able 
Disc O-B Disc 

No No. 

150lb.Standard __ 10 
125 Ib. Standard 1 
100 lb. Light Std. 1 
Competition. . . 2 
Lock and Shield 5 


ay 
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You cannot stop a leak in a vacuum 
system with sales talk. To meet 
the requirements a gate valve must 
be a real gate valve. Ask any en- 
gineer. It must not leak-—when it 
is new or when it is old. 


mu 





A prominent Salt Lake City engineer realized these facts, 
that are sometimes forgotten. He had worked with valves for 
years. He had tested them in service. And in all of his 
experience he had never found a line of gate valves that would 
always shut off tight. So when the Flexitite Disc was brought 
to his attention—as a leakless valve-—he had to be shown. It 
was put on his hardest installation. Installed where all other 
valves had leaked. Tested under pressure, on steam, water, 
gas, air, oil, vacuum. It stood up under all tests. 


So, when this engineer junked all of the leaky gate valves on 
a number of new vacuum systems and installed Flexitite 
Discs instead, there was a reason--a very good reason. He 
knew that sales talk does not hold vacuum in a system. 


Does this sound like an unusual incident? It is not. Gate 
valve history is being rewritten by these Flexitite Disc Valves. 
Are you informed? Are you abreast of this development 
that can make money for you? Why not let us send you the 
facts and figures? 


Ohio Brass Company 
Mansfield, O. 





Ohio Bi 





PORCELAIN INSULATORS LINE MATERIALS RAILBONDS CAREQUIPMENT MINING MATERIALS VALVES 
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House and 
Garden 


“Forty-eight Years ago 


A Mississ Packet brought to Pipe old - “4 a eee. “ 
plantation a shipment. a Byers Pipe des > et Re 


BOUT twenty miles above Now S every foot of it was <3 for wse 
ns 0 on the z¢ ant aie about the new refinery. 

Mississipps, stord the ok Ree: Je every city. throughout on fand. 
Nokia bal Nad bey monster bers there ‘are residences and business build » 
$e the .Seieipk: Serr Webving Wels of ings in Which Byers Pipe has served tor 

plumlang. beating, steam and other pur- 
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House 
Beautiful 


sugar cane poses forsapwards of 40 vears. Inver 
3 In 1878 a packet boat boongi tte this ysably, the pipe in these buildings ix towne 
z planiation « shipment of Bors Pipe in sich excellent condition as te ev oks 
’ whah ome down the nver ievun * astoms Lea isincnts from: evervienls 
Pi ittabargh. ; SD jwhe has hadJexpencace with less crust- 


— 


The year nddk b thisuaralic cos tos eee “resisting pipe made by modern Cheapen 


parts. for the Missiwsippi Delta was ™# Provesses. , z 
swept by a terrifying cpdemic of yellow Byers Pipe now. as SO years age. 8 
fewer, The catin of the boat which made of old-fashioned genuine wroaght 
trqught the pipe presented a ghastly iron ovhich has become famous for its 
for at was cluttered with the at resistance to rust. This pipe. 
Corpaes of fever victims who had died on flock or pene Oo aon oy when installed in 
the way from Memphis residences, may be depended on to last 
tn this cabin, the plantstion mana: ans tocume. Cheaper pipe is 
reveipted for the pipe 267 prcteded teks of Seakatal ike life. More capensive pipe 
stall it for supplying water trom the river wil mgt serve hetter 


Country 
Life 


to the sugar factory, half a mile distant. Booklet (On the Trail of Byers Pipe 
The pipe remained in the moist loam tubes iaplen mr Je} —_ on Kate 
ee) rere When « we out in 1918, Seen! rad are It ioe ’ 
A scene gteatly « a cd The 
R A fields were oder pe- A. M. BYERS COMPANY ‘cea, 
& per eesed ar BR oe the old Established hed Pittsburgh. Pa, 
hire sag ator scene botecl to we at —_ > Neo Nok Piltedeigbin Boetun | Chicage 
é Vas stl gow t ae Amastee — a derkauns 
poe pe ona! = ade weak tne” ho oat Sonehng Centers 


Saturday 
Evening 
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Watch that fellow Kelly! 


“Five Dollars and Fifty Cents” is the title of a little story revealing 
some of the secrets of Mr. Kelly’s rapid rise as a plumbing contractor 
Mr. Kelly found a very unique way of getting business and improving his 
profits. ‘Watch that fellow Kelly,” his friends are saying, ‘He will be 
riding around in a Rolls-Royce next.”” The story would be worth reading 
even if you were not in the plumbing business. Send for it — it’s free. 


A. M. BYERS COMPANY :: Pittsburgh, Pa. 
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_ | Advertising Editorial 950). yc oNo. 5 
| A NEW ONE EVERY WEEK—No. 214 | 





Next to a personal call, the advertising 
matter that comes into the home is most 
effective, for certain purposes. You can 
address directly the needs of the person who 
is receiving the Sales Letter. Select a dozen 





or two names and send the following letter 
on heating to them. 


JOHN BROWN 
Plumbing Heating 


Two Rivers, N. Y., 
March 13, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

When you plan your Spring cleaning or 
remodeling may we suggest that you first 
give consideration to your own comfort? 

Many of us endure the inconvenience and 
discomfort of an out-of-date heating plant, 


6é . a. 

| When we remodel this Spring while spending money for improvements 
| WE I] think of comfort’’ which really add only to appearances. When 
| 








next winter comes you will want clean heat, 
even heat, without too much work and worry. 
OO OFTEN the amount set aside for We are specialists in home heating. We 
Spring repairs goes into things which would appreciate the opportunity of recom- 


| 
| 
| 
| 
) have to do with appearances, rather | mending 


improved heating facilities. Per- 

than into those things which fundamentally Rage ane of the metern Gustees See centers 
: : } temperature is needed. Perhaps some little 

affect comfort ‘and convenience. | repair work will increase the efficiency of 
Take the matter of heating. If your home | your heating plant. It is a good thing to 
has not had comfortable, even temperature | have the heating equipment gone over at the 


end of the season. 
Just telephone. 
Yours very truly, 

JOHN BROWN. 


this winter, why not have your heating equip- 
ment gone over so that next year you may 
have a maximum of comfort with a mini- 
mum of effort? 

We're specialists in home heating. Just 
































| | | 
) telephone, and we'll send a competent man | 
“The Story . ‘ “ 
of the Bath” © 00k over your plant. | Adlet 
humorous, 
historical, : a | _ iy 7 
sa tenediiien (In this space your Name, ONE A WEEK—No. 72 
a Telephone, and ; | HE ADLET Ithough it i ll, {is written 
> v saiul, a 10uUg S small, s F e 
4y ak ok Address ) | = with the same care as the Advertising Edl- 
vertising, | torial or the Sales Letter, so that it has all of 
| their quality. The bigger advertisement, of 
course, has a better chance of being seen. But 
eT EEN ee arene amennaa A a A the smaller one can be read quickly, and prac- 
tically its whole message remembered. Each 
has its advantages. If you can’t use large 
. e space, use the Adlets. Copy out the one below 
N ame An Unadvertised Product and hand it to your local newspaper today. 
F YOU were asked to name an unadvertised breakfast food, you'd 
have a difficult time. You'd remember the names of a lot that are ad- l SO a ee ae 
vertised; but the unadvertised brands you would not know. Is your 
Own service an unadvertised product? Is the name of your competitor | Spring Remodeling 
sma é re henge he advertises? You are missing opportunities for Ought to include an examination of 
0 you aren't advertising. 
12 Advertising Editorial illustrations for $4.20. You take the copy your heating equipment so that it will 
each week from “Domestic Engineering.” Send in your order today. | be ready to render efficient service next | 
Even if you do not use the illustrations we urge that you use the winter. Just telephone. | 
1 copy—in newspapers, on blotters, stuffers, letters, etc. It is so used by | 
¢ Many plumbing and heating contractors. ee = : : mane 
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Here’s why you should put Speakman 
Fixtures on the Lavatory 


Hl 2276-D Unit Act 
Fixture on Hooded 
Overflow Lavatory 


H 2 1-G He 489 
H Ol Fixture with ‘ m > 
{cto Fix soap dish for I re wit 
n Lavator overflow Lat- not 
having ovr atory with apa 
h th plug and Baroe 

chain. as 





Speakman valves have renewable seats. handles. All brass is close grained and 
[hese are raised so that first fractional , heavily nickel-plated. 
turn of handle permits a free flow of 


water. Valves are easily operated We show here a few of the various types 
never bind. of Speakman Lavatory Fixtures. Remem- 

ber that no matter what make of lavatory 
Washers are swivel disk and are encased. or under what conditions it is being 
Nozzle is raised—easy to clean under it. installed, there is a Speakman Lavatory 
Escutcheons are extra heavy, so are the Fixture for the job. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARI 


SPEAKMAN SHOWERS 


and FIXTURES 





92¢ 
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North Dakota to Affiliate with National Body 


R. C. Spriggs, Grand Forks, succeeds A. W’. Hoppert, 
Wahpeton, as state president 


of the State of North Dakota, on the Mouse river, 

which starts in Canada, then wanders down into 

North Dakota and back into Canada, was the scene of the 

sixth annual convention of the State Association of Mas- 

ter Plumbers of North Dakota, on Tuesday and Wednes- 
day, March 2nd and 3rd. 

Officers Elected 
kR. C. Spriggs, of Grand Forks, was elected president 


\ | INOT, a pretty little city in the northwest corner 
1 


of the state association for the ensuing year, succeeding 
A. W. Hoppert, of Wahpeton. Other officers elected were 
as follows: Vice-president, V. P. Mowbray, of Minot; sec 
retary and treasurer, T. S. Halligan, of Jamestown. J. C. 
Canning, of Williston; Carl Weinbauer, of Mandan; T. J. 
Garrity, of Devils Lake, and Joseph Kellar, of Fargo, 
compose the new board of directors and were elected at 
the same time. 

A great deal of time was given over to stressing the 
importance of the “Ask ’Em to Buy”’ campaign, sponsored 
by the National Trade Extension Bureau. That this prob- 
lem was of vital interest to the North Dakota masters was 
shown in the interesting discussion which took place on 
the questions. 


RESOLUTIONS 

HE resolutions committee was one of the most active 

e soans and presented many resolutions which were 
passed by the members, as follows: 

“RESOLVED, that we endorse the work of the Trade 
Extension Bureau, officers, employes, and contributors 
to the Fund, and especially wish to thank B. Jos. O’Don- 
nell for his splendid address and other activities during 
our state convention at Minot. 

“RESOLVED, that we, the North Dakota State Asso- 
ciation of Master Plumbers in regular session at Minot, 
March 2nd and 3rd, endorse the ‘Make a Wholesaler a 
Wholesaler’ resolution and co-operate with the National 
Association in connection with its enforcement. 

“RESOLVED, that we discourage in every way the 
handling of contracts through the general contractors. 

“RESOLVED, that we recommend appointing a com- 
mittee for the purpose of drawing up a state plumbing 
code for North Dakota, which code will guard against 
improper plumbing installations and poor workmanship, 
and thus safeguard the health and sanitary conditions of 
the people of North Dakota. 4 

To Affiliate with National Association 

“BE IT FURTHER RESOLVED, that we, the members 
of the North Dakota State Association of Master Plumbers 
in regular session at Minot on March 2nd and 3rd, affiliate 
with the National Association of Master Plumbers. 

“BE IT FURTHER RESOLVED, that we recommend 
that nothing be done regarding our present Lien Law. 

“BE IT FURTHER RESOLVED, that a vote of thanks 
be extended to the members of the Elks Lodge for the use 
of their beautiful Lodge rooms for the sessions of our 
convention. 

“BE IT FURTHER RESOLVED, that we extend a vote 
of thanks to the Press of Minot for the generous publicity 
they have given our convention meetings and all other 
courtesies extended 


“BE IT ALSO FURTHER RESOLVED, that we extend 
a vote of thanks to the chamber of commerce of Minot 
as they are deserving of great praise for the way they 
attended to all our needs, for automobile rides around the 
city, for entertainment provided at our banquet, and 
other entertainments provided at our sessions 


“BE IT FURTHER RESOLVED, that we extend a most 
hearty vote of thanks to the members of the Minot Master 
Plumbers’ Association for their generous hospitality, enter 
tainment and good cheer shown us while their guests 

“BE IT FURTHER RESOLVED, that we extend a vote 
of thanks and appreciation to the officers and directors of 
the National Association in sending their director, H 
Merwin Porter, of Minneapolis, to attend our convention 
at Minot, and also thank him for the many things he did 
to make our convention profitable and instructive 

“BE IT FURTHER RESOLVED, that we extend a vote 
of appreciation to all manufacturers and jobbers who had 
representatives at our meeting, and who assisted in many 
ways to make our convention pleasant and entertained us 
very lavishly when our convention was not in session.”’ 


President A. W. Hoppert, of Wahpeton, N. D., was in 
charge of the meeting and outlined the activities of the 
state association during his term of office, and offered 
some valuable suggestions for the future Mr. Hoppert is 
in charge of the plumbers’ classes at the State University 
of Wahpeton and is doing some mighty fine work in giving 
the men in attendance the kind of training that will be 
invaluable to them in the years to come. G. D. Coleord, 
president of the Minot Association of Commerce, welcomed 
the delegates and guests with a cleverly worded address 


COMMITTEES APPOINTED 

URING the morning of the first day the following 
D committees were appointed Credentials Andrew 
Peterson, of Grand Forks; James Garrity, of Devils Lake 
and Clifton McLean, of Rugby Auditing: Joseph Kellar, 
of Fargo; Harry Helps, of Grand Forks, and J. C. Canning 
of Williston. 
Forks; R. C. Spriggs, of Grand Forks, and Harry Mow 
bray, of Minot Nominating: Chas. Wiley, of Minot; (. A 
Trullinger, of Carrington; J. C. Canning, of Williston 
Robert Gibbs, of Fargo, and Clifton McLean, of Rugby 
H. Merwin Porter, of Minneapolis, Minn., national di 
rector and president of the Minnesota Retail Plumbers’ 
Association, spoke at considerable length on the personnel 
and activities of the National Association and the Trade 


Resolutions J L Hulteng, of Grand 


Extension Bureau. He particularly stressed the impor 
tance of the standardization, apprenticeship, scholarship 
and educational committees of the National Association 


URGES MASTERS TO “ASK 'EM TO BUY" 

NE of the chief speakers of the convention was Wil 
@) liam W. Hughes, of the Hughes Heating & Plumbing 
Co., of Minneapolis, Minn., and for many ytars prominent 
in association work. Mr. Hughes spoke on the ‘‘Ask ’em 
to Buy” campaign of the Trade Extension Bureau He 
complimented the Minot association on its foresight in 
placing along the curb lines in the down town section of 
the city, poles about 10 ft. high, at the top of which were 
the famous ‘“‘Bath a Day” signs He suggested that it 
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Smashing thru to the top is the convincing result 
of superior products. The only accounting for 


the overwhelming popularity of Morgan 
Bronze Plumbing Fixtures is merit. Each 


fitting is designed with the aim toward 


making the best fixture of its type on 
the market. Sensational mechani- 


cal features are not mere adver- 


tising slogans. These unique 
features triumph on the job. 


Each piece is built of 


Bronze, the “everlast- 
ing’? metal. This 


makes Morgan Suc- 
cess permanent. 


The Morgan Bronze Co. 
Cleveland : : : Ohio 
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HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 
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might be well for future conventions to adopt the idea 
used in the “‘Twin Cities’’ by the Automobile Show, of 
placing in each down town store window a plumbing fix- 
ture of some sort. Seeing creates desire, and desire re- 
sults in sales, said Mr. Hughes. Every letterhead, en- 
velope, invoice and blotter and every meeting with fellow 
citizens at dinner clubs, lodges and parties is and should 
be an incentive for them to buy Paint up and clean up, 
equip your show room with new equipment, tear down 
all the old signs, wash the windows often, and keep the 
showroom lights burning at night, said Mr. Hughes, and 
there will be a decided increase in your sales. He pointed out 
the fact that fixtures installed ten or fifteen years ago were 
now obsolete and that by checking up on the old in- 
stallations it would be possible to make many sales of 
modern equipment. He cited the case of two Minneapolis 
concerns, one a manufacturer and one a jobber. The 
manufacturer was making and selling in limited quanti- 
ties a useful household appliance. The jobber had _ in- 
quiries for the appliance but could not locate the source 
of supply. At a dinner club meeting attended by the 
managers of both concerns, the manufacturer happened 
to speak of the goods made by his firm with the result 
that the jobber located the man he had been looking for. 
A little advertising, even the maker's name on the product, 
would have resulted in numerous sales, but it remained 
for a meeting at a dinner club to bring the maker and 
the buyer together to their mutual benefit. 

At the completion of his talk Mr. Hughes was given a 
rising vote of thanks. 

William Parks, of the United States Radiator Corpora- 


tion, Detroit, Mich., and Mr. Powell of the D. & T. Manu- | 


facturing Co., St. Louis, Mo., were introduced, and each 
spoke briefly. 

On Wednesday morning B. Jos. O'Donnell, of the Na- 
tional Trade Extension Bureau, told in an extremely in- 
teresting way about the work ef the Bureau, conditions in 
other states and how to apply overhead. The remainder 


of the morning was spent watching the moving pictures | 


furnished by the American Radiator Co., of Buffalo, N. Y., 
the American Brass Co., of Waterbury, Conn., and the 
Standardization Committee of the National Association 
of Master Plumbers. 

The afternoon of the last day was given over mainly 


to the reports of the various committees. It was interest- | 


ing to note in Secretary Thomas Halligan’s report that the 
North Dakota association has done its bit for the Bath a 
Day Movement by purchasing a quantity of the ‘‘Domestic 


Engineering’s” ‘‘The Story of the Bath’’ for use in certain | 


of the North Dakota schools. Andrew Peterson submitted 


his report as chairman of the credential committee, as | 
did Joseph Kellar of the auditing committee, J. L. Hulteng | 
of the resolutions committee and Chas. Wiley of the nom- 


inating committee. 


Harry Agness, of the Sloan Valve Co., Chicago, deliv- 


ered an address on seat-operating outfits. John Hulteng, of 
Grand Forks, reported that everyone in the pipe trades 


in that city, with their families, would hold an all day | 
picnic, which they hoped to make an annual affair. He | 


also stated that the master plumbers in Grand Forks are 
about to participate in a consolidated advertising cam- 
paign 
THE ATTENDANCE 

A MONG the members present were: A. W. Hoppert, 

Wahpeton; J. L. Hulteng, Andrew Peterson, R. C. 
Spriggs and Harry Helps, of Grand Forks; Chas. Wiley, 
Harry Mowbray and Thomas Lewin, of Minot; Ernest 
Enderlin; I. N. Armick; Chas. Snider; Carl Mosher, Har- 
vey; Jacob Bentz; Carl Weinbauer, Mandan; Joseph Kel- 

















Ask ’em to buy 
Improved Model “R” 


AUTOMATIC 
CELLAR DRAINER 


And here are some of the rea- 
sons why: the model ‘“‘R”’ is 
easy to install; it’s economical 
in operation; it stays on the 
job for good. You don’t need 
to worry about servicing. 
Model ‘‘R’’ doesn’t need it. 
Spring is coming—damp cel- 
lars will be frequent. Ask ‘em 
to buy now. 


Your jobber will supply you. 


Penberthy Injector 
Company 





Established 1866 








AIRE L 
PRODUCTS 


_ 


1244 Holden Ave. 
Detroit, Michigan 
Canadian Plant: 
Windsor, Ontario, 
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lar, Fargo; Kobert Gibbs; Otto Wendt; Carl Anderson 
Velva; Clifton McLean, Rugby; James Garrity, Devils 
Lake; C. A. Granrud, Leads; C. A. Trullinger, Carrington 
John Vanderhuval, Jamestown; T. 8S. Halligan and J. C 
Canning, Willfston. 

The list of guests included M. Powell, of D. & T 
Manufacturing Co., St. Louis, Mo.; William Parks, of 
United States Radiator Corporation, Detroit, Mich.; Wil 
liam Shine, of Kellogg-Mackay Co., Chicago; Mr. Ras 
mussen, Duluth Plumbing Supplies Co., Duluth, Minn 
Mr. Wallace, of American Brass Co., Waterbury, Conn 


Henry Agnes of Sloan Valve Co., Chicago; Harry Rogers 
of American Radiator Co., Buffalo, N. Y and Harry 
Adan of Roberts-Hamilton Co 


DELEGATES AND GUESTS WERE WELL 
ENTERTAINED 

LTHOUGH the greatest part of the two days was 

\ riven over to instructive discussion, the program 
arranged by the entertainment committee was not 
neglected. On Monday afternoon the delegates and guests 
were loaded into automobiles and taken for a very pleas 
ant ride about the city It was a most enjoyable hour and 
all were surprised at the beauty of the place, most notice 
able in its wonderful parkways. The annual banquet was 
held that night, and as a result of the refreshing ride, 
which had just taken place, everyone’s appetite was 
whetted The banquet was held in the private dining 
room of the Leland hotel An unusually good dinner was 
served, and vocal and instrumental music and dancing 
by local talent, contributed to the enjoyment of the guests 
William W. Hughes was toastmaster and made the affair 
a combination Rotary-Kiwanis-Lions gathering by making 
everyone present introduce himself, divulge his hobby and 


tell a story or sing a song 


ENGINEERING March 


PLANS COMPLETED FOR NEW YORK STA 
CONVENTION 

Plans are now complete for the thirty-eighth 

convention of the New York State Association of 


1926 


it 


nnual 
ister 


Plumbers, to be held at the Hotel Arlington, Binghamton 


N. Y., March 23rd and 24th, State Secretary Th: 
Cronin of Binghamton reports This association 
of the largest in the country and its convention is 
well attended by both masters and salesmen. Th 
officers, headed by President Alex Auchinachie, 
master plumbers, whether or not members of th 
organization, to attend and take part in the busin: 
entertainment features of the meeting. Among the 
ers will be National President Henry E. Longley 
mington, N. C., and William G. Bergner, secretar 
ager of the National Trade Extension Bureau. 


mas J 


ASSOCTATION ORGANIZED AT NIAGARA FALLS, \V. Y. 


Martin W. Utz, of Rochester, N. Y., zone delegate of 


the New York State Association of Master Plumb« 


I has 


succeeded in organizing a local master plumbers associa- 
tion at Niagara Falls, N. Y., where previously there 
has been only one member of the state association. The 
new organization starts off with 14 members. Officers 
elected are President, William J. Hallett; vice-presi 
dent, Howard Einsfield; secretary, Frederick Peuss. and 
treasurer, Charles J. Woolcock. 
SAN FRANCISCO CLUB ADDS TO “ON TO 
LOUISVILLE" FUND 

San Francisco, Calif., master plumbers held their reg 
ular monthly party in the Master Plumbers’ hal! on 
February 27th. A large number attended the party, and 
a goodly sum was added to the treasury of the “On to 
Louisville Club.”” W. P. Goss is chairman of the club 
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Pump By WATER SYSTEMS 


Deep Well Pumps 


It’s not a matter of starting from scratch when*you 
selling Everite Water Systems. One good look 

an Everite Pump and your customer’s more than h 
sold. And when you explain and demonstrate 

built-in mechanical features, the sale’s yours. 


‘re 
at 
alf 
its 


For instance the Everite Relief Valve—-positive acting 
under all conditions; discharges back into the suction 


line. No wet cellars with an Everite on the job. 


Everite Pumps are built{for hard work. Service calls 


are a thing of the past. Prices are right—profits 


are 


right. Write us at once and ask for complete informa- 


tion about construction, prices and discounts. 


Lancaster, 


Everite Pump & Mfg. Co. “por. 


Ths Everite Gasoline 
Engine Unit 
Added features, positive silent chain 
drive. 


We also manufacture electric and 
belt driven well outfits. 
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CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 





Nurmi 
almost looks as though he were loafing 


Write for our 
complete catalog 


BROOKLYN, N. Y. 





N ARACE, the very men he is walk 

ing right past seem to be running 
twice as hard as he. It’s his absence of 
useless effort that makes his running style 
look so simple, and prove so effective. 

Stockham fittings don’t look spec- 
tacular—they look much like any other 
fitting. It’s the way they e/:muinate use- 
less effort on the job that makes them 
SO popular. 


Perfect threads, chamfered faces, ex- 


STOCKHAM 


act alignment—these don’t show much 
until the fittings get to the job. Then 
they show big. 


And Stockham fittings are not only 
made that extra shade better, but their 
distribution is more economical. Sold 
only through your jobber—the man 
who best knows your needs, doesn’t 
overstock you, always has ample sup- 
ply and always is your friend in time 
of trouble. 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


Buy from 
YOUR JOBBER 


SAN FRANCISCO, CAI 
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‘" For 
Compound Heating 
= try 


Gurney Boilers 


Where an even temperature 
must be maintained in 
buildings composed of stores 
with living quarters above, 
the Gurney 900 Series of 
Steam and Hot Boilers, will 
be found admirably adapt- 
ed to the most exacting 
requirements. 


Made in four grate widths, 
covering an_ exceptionally 
wide range of sizes, the 900 
Series make a very compact 
installation which requires 
the minimum of attention 
and furnishes adequate heat 
with very economical fuel 
consumption. 


We have prepared an inter- 
esting folder on this line of 
Gurney Boilers which we 
will gladly mail you upon 
request. 











=> 
= 








(GURNEY HEATER MFG GMPANY. 
Generel Ofte: BOSTON. MASS, 1-56 Obras Se 


* GURNEY HEATER COMPANY, Incorporated o7/ 
NEW YORK, wee f St. Cor. Anable Ave., Long Island tg 
PHILADELPHIA, 108 North 17th St. 
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Heating and Plumbing a Man- 
churian Hospital 


(Continued from Page 22) 








Excel Unions make up tight— 
and they stay tight. No gas- 
ket cutting to make extra time 
and labor—a wrench is the only 
tool necessary. 








Every Excel Union is exactly 
alike. High-grade materials and 
workmanship mean uniform 
quality. 

Tests show that the Excel Union 
| joint is stronger than the pipe 
| | itself. 





View of three wall-hung water closets and two lavatories. | 


| 





Total Pipe Area for Supply 


2—1% in. risers 30 ft. high at .43 sq. ft..... 13nq: ft. Your jobber can supply you. 
2—114 in. branches 150 ft. long at .43 sq. ft.. 65 sq. ft. y Providence Fittings Company 


7 Water Street, Boston, Massachusetts 


1—1% in. tunnel main 530 ft. long at .50 dies 
» York Office, 210 E. 45th Street 


a UR ne ee ee ee ae a ear 265 sq. ft. | 


New 
Total area of supply piping ..............3843 sq. ft. | E x Cc E L 
13 











Total area of return piping .......... re sq. ft. | 
Total area of contagious piping ........... 686 sq. ft. 
L 
a — | 
“¢ 


omerville 
(S. I. W.) 





Soil Pipe and 
Fittings 





Cost no more than the 


ordinary kind 




















Hydrotherapeutic control table. 
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HE HONEST PLUMBER AND: TH. 
TW Be APART ae OW 


SOLVE THE HEATING PROBLEM FORALL TIME 


WITH THE ALL METAL 
NU rely wale NON-ADJUSTABLE 


SYPHON AIR VALVE 


émbodying Dole thermostatic Principles 





—still embodying all of the known high-class ther 
mostatic principles and the special Dole features 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 
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10 per cent for offsets, fittings, etc...... ea SB Average temperature of return brine 30 deg. F., 50 deg. 
—— —30 deg.—20 deg. temperature difference. 
154 sq. ft. Eff. of pipe coil under water for 20 deg. temperature 
Say $00 square feet. diff. is 900 B.t.u. per square foot per hour. 
80050 deg.x2 B.t.u.x~(100 per cent—8s0 per cent)— 75,000+900—83.3 square foot coil. 
16,000 B.t.u. per hour loss. Plus 10 per cent for cooler losses—90 sq ft. coil total. 


16,000 B.t.u.+5 deg. temperature drop—3,200 Ib. of 
water to be circulated per hour. 3,200+8 1/3—400 
G.P.M. or 62/3 G.P.M. 

Total B.t.u. Main Building 40,000 


Total B.t.u. Cont. Building 16,000 
56,000 B.t.u. 
per hour 
Make-up water main building ..............50 G.P.H 
Make-up water cont. building ........ okt Bee 
BORER: Kaha he aa eae bh a Re RO a Oe 60 G.P.H 


56,000 B.t.u. per hour 
608 1/38 (80 deg.—47% deg.) 
60% 2565 
— = 16,250..... ..16,250 B.t.u. per hour. 


9 ———— 





Total B.t.u. transferred in cooler, 72,250 B.t.u. per hour. 


NOTE: Friction loss—(30 G.P.M.\<8 1/3) 15-778 ES Se Soe 


43 COMPLETE REFRIGERATION SYSTEM 
25035 COMPLETE refrigeration system is installed with 
ed = 8,750 B.t.u. per hour A brine circulation to twenty-two (22) ice boxes lo 
778 cated in the various diet kitchens and in the basement 
Too small to consider. The equipment and material for this installation were sup 
Cooler: plied by a concern in Shanghai and the installation was 


Total BK.t.u. transfer for main building and contagious made by the Asia Engineering Corporation working in co 
building=75,000 B.t.u. per hour approximate. operation with them. Apparatus consists of ammonia 


Each Thatcher Boiler Sale 
Paves the Way for Another! 


BOILER that makes good 100°/,-with a purchaser 

invariably paves the way for additional sales and 
profits! When you install a Thatcher Round Boiler (made 
and backed by a 75-year old organization of heating ex- 
perts) your customer gets a boiler that he can confidently 
depend upon to deliver plenty of warmth on the coldest 
days (and with the least fuel consumption, attention and 
bother)—a boiler that will continue to deliver 100°, service 
and satisfaction as long as the house stands. Such satis- 
fied customers become valuable boosters—-with the result 
that you and your business are lifted—_head and shoulders 
—above ordinary competition. 





If you are not acquainted with Thatcher won't you 
let us tell you just what we can do to help you dom- 
inate the heating business in your community? 





THE THATCHER COMPANY 


Formerly Thatcher Furnace Co. 
21 W. 44th St. Since 1850 341 N. Clark St 
New York 39-41 St. Francis St., NEWARK, N. J. Chicago 


_ THATCHER 


Pewerful house heaterfor rated capacity-on BOJLERS+ FURNACES: RANGES 





the market today. 


—— 
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Specialists in boiler 
chemistry evolved 


VINCO 


to cure 
priming, 
foaming, 
surging, 
and slow 
steaming 





















Specified 
by foremost 
heating experts 


Sold only in our trademarked, 
lithographed cans in 5, 10 and 
15 pound sizes. 


If you cannot get Vinco from 
your jobber write us. 


Por Pe © we ~~ © Y © erwyrrw> 


VINCO COMPANY, Inc. New York City 


Mention Domestic ENGINEERING when writing advertisers. 
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compressor, ammonia condenser, ammonia receiver, oil 
separator, brine cooling tank, brine circulation pumps, 
cooling coils for refrigerators and necessary connecting 
piping, valves, etc., with cork covering for same. 

A system of water flushed cuspidors is also included in 
this work, these cuspidors being located at convenient 
position in the various corridors where expectoration 
might be expected 










and arranged to wash 








r a —_ 
Z fe en GIFs. 
+ + 

y + : 

i Brine Tonk = C- Condenser over 





running water some- i amae Coane 


themselves clear by Z| 





thing similar to a os 

dental chair arrange- {7% i] 

ment but with a YG EA tof Pr 4! 
4 DW fump, % 4 


a 


4 ‘oe Freeing 
much stronger flush. ai Tonk ; 
- Brine Pump 


— : 










The water supply {| Air Compressoelif Wy 
f ra 
for the hospital is | | ¥ Vira 
j 
guaranteed by a 60,- ¢ DW Cooling Hl 
Ab TOK . "IZ, 
100 -gallon” storage y (= 4 r 7 
1 Y co, SSC | V) Dumbwa: ler x If 
tank erected on an fin Tank * yy ceeng aS 7 
LIZZIED rons er 177-7177 PLLA | 


elevated tower and 
filled with 
from the city system 


water 

REFRIGERATION RGDM 

by two house pumps pig, i—Layout of the refrigeration 
located in the boiler and drinking water machinery. 
house. This tank 

floats on the line so if the building consumption exceeds 
the pumping capacity of the pumps at any time, the 
shortage is made up from the tank but if not, the surplus 
water goes into the tank and is there stored for future 
sé The tank is located on high ground at one side of 
the property as shown in Fig. 1. 

In the boiler house are placed two 300-H. P. and two 
100 H. P. boilers which furnish steam at 100 Ib. gauge to 
a 12 in. main steam header. From this header an 8-in. 
high pressure branch is run to the main building and a 
6 in. high pressure branch to the other buildings and pump 


room (Continued on Page 50) 





Fronts of the two 300-H.P. boilers and automatic stokers. 


| 
| 
| 
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A full, 


free flow 





—instantly 


A Jenkins Rapid Action Valve is a time-saver. 
A short pull of the lever is all that is needed to 
open it and to allow a full, free flow. The valve 
closes just as easily and without water ham 
mer due to arrangement of special piston and 
air chamber. 

A Jenkins Renewable Disc insures leakproof 
contact at the seat. The resiliency of the rubber 
composition disc enables it to adjust itself to 
the valve seat, always making a perfect contact. 
There’s a genuine Jenkins for practically every require 
ment. 


JENKINS BROS. 


80 White Street New York, N. Y 
524 Atlantic Avenue Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard. . Chicago, Ill 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the” Diamond” 
e 


nkins \/alves 


SINCE 1664 





















Model No.2 
Red Top 
Relief 
Valve 

For Hot 
Water 

Heating 

Systems 
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An easy system 
to install 


A Red Top Tank-in-Basement system is simple to install 
All the special equipment required is a Model No. 2 Red Top 
Relief Valve, and an air-tight expansion tank, which can be 
purchased anywhere 


ee 


The valve itself is extremely simple. There are no springs, 
levers, diaphragms, or complicated parts to get out of order 
It operates on the dead weight principle, and its positive 
action has earned the approval of the Underwriters’ Lab 
oratories 

The Tank-in-the-Basement System pleases the owner with 
its efficiency, economy and safety, and is sure to please you 
because of its profit making possibilities 


NEPTUNE METER COMPANY 
50 E.42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 


Red fop Kelie? Valve 
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he Plumber 


The Plumber today is the first-line of defense in the fight against the 


mail-order house and the direct-to-owner merchandiser. He’s in the 
front-line trenches. He’s repelling the raids of the enemy in hand-to- 


hand conflict. 
WILL HE FIGHT? WILL HE STICK? 


Will he make the necessary effort, and possible sacrifice to win the 
ultimate victory ? 

Is he in EARNEST, or is he indifferent and narrow-mindedly selfish 
in his great combat for the retail end of the plumbing and heating 
industry ? 


Hundreds of letters that have poured in upon us have answered these 
questions. Letters from individual plumbing contractors, City Clubs 
and State Associations all indicate that the plumber has enlisted for 


the fight—EAST, WEST, NORTH and SOUTH. Courage and endur- 


ance is not to be found wanting in his ranks. Indifference is giving 


away to interest; apathy to ardor; the battle is on in all parts of the 
country. BUT he’s asking a few QUESTIONS — 


What kind of support may he expect from YOU—the jobber — his 
Department of Supplies? 


Are you keeping the lines of communication OPEN—so that the proper 
ammunition and right materials are going to him? 


Are you helping him make a winning fight of it? 


Or, are you sending “tainted” goods so that he may fall an easy victim 
through YOUR lack of support? 


And YOU—the manufacturer of bathtubs, of brass goods, of range 
boilers, of fittings, of soil pipe— 


How are you co-operating with him ? 
What can he expect from YOU? 


Are you 100 per cent for him or are you diverting some of your 
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MANSFELD MASTER PLUMBERS ASSOCIATION 


cae en eee 
Bamitamy SCMmeNCE 


Will He Fight? [FP 


production to the other side so that they may battle more effectively 
against him? 


it 


MIAMt PLOMKING @ Bears Ip @e Ass 


The plumbing contractor wants to KNOW—he’s determined to find n 
out—who are loyal and who are not to his cause. He’s going to insist a eee 
on an answer before he places his order: " aos 





Amecioriom of Chatksburs 


Who made these goods? “ Peston O ae 


What quality is being put into them! siak Gs 
To whom are they being sold? er 
P MABTER pi i . 
He wants a voluntary pledge—similar to the voluntary pledge 8 AS$0 sae 
that is now being placed on every STAR NACO Range Boiler — 
a pledge of quality and of loyalty to him. ee ire av 
The label on every STAR NACO Range Boiler is the visable evidence pret, a Cm . 
of a policy thirty years old. It distinguishes a boiler into which the ee { 
utmost in quality is being built—a boiler that sells for more because | a | mare 
its worth more—a boiler to which is hitched a profit for plumber, —_ a 
jobber and manufacturer. , — 






























This is Vas. w WITTSCHEN 
ths babel SereP Ram tart ger 
that goes AeA eictes ace roa 
on every ee ; eer 
A — STAR NACO 
: Wi ; | Range Boiler Semnaer PL @ MaatINS Co. inc 
old ONLY through the plumbing trades. —— 
a omen meee toue 
ewes mew vom 
—_ fer it, == 
; 
tt 


Detroit Range Boiler & Steel Barrel Company, Detroit, Mich. 


New York - Trenton - Toledo - Chicago - San Francisco 





EK. J. ARCHER 


UCD Pe 
Heer Tew ae 


Jamar sou. 
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HUDSON No.180 


This is just one of the many 
popular showers contained in 
the HUDSON Catalog No. 21. 
It will pay you to write for a 
copy and get acquainted with 
the complete line. - - - ~ 


HUDSON BRASS WORKS 


(Incorporated) 


16-20 Nassau St. Brooklyn, N. Y. 


Soon ceceeeaaeeoeag 
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The boilers are supplied with automatic stoke: auto- 
matic feed water control, forced draft, feed water regy. 
lators, damper regulators, feed water filters and_ soot 
blowers. 

Two forced blast fans with automatic contro! supply 
the boilers with forced draft through undergrour ducts 


In the pump room are located 


two vacuum pumps for 








the heating stem 
two house imps 
rs for the water sys 
» tem and tw» boiler 
* feed pump ry the 
we boilers. Provision is 
. <4 Gos Man 4 lx Arie i 
sCompAr 2PReirn—» \\'\", also made for one 
° pe 2Brre SsR 2HP Trp Dischiye|s , lo 
if) W—22W sex en rsteomMon— |, additional vacuum 
— } — 8 Cold Were (Pik hed) +3 
2] i! pump and one addi 
. tional boiler feed 
a PASSAGEWAY lie. pump, these being 
- ay" spares. The layout 
‘ bee 
: fo’ of the pump room 
te e 2° Sewer from Bhty 7 z 
Ae <6 Voc Wel Return 20} is illustrated in 
jo Fig. 4. 
ME Pa . 
9S 'p i 
bo .| The refrigeration 
machinery and the 
drinking water ma 





of chinery together 


typical cross section 
the main tunnel, 


Fig. 6—A 


with the air 


com- 


pressor and receiv 


ing tank are all located in the boiler house refrigeration 


room, as shown on the floor plan of the refrigeration 


room, Fig. 5. 
In the top of the boiler house is located an air-separ- 
which the vacuum pumps discharge and 


ating tank into 











of air washer showing automatic contre! valves 


and water circulation pump and motor. 


Side view 
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Evernu is the perfect seat. The 
interior wall of special hard 
rubber of great strength and the 
outside surface of solid color 
hard rubber are vulcanized un- 
der hydraulic pressure into one 
lasting piece. No finish to wear 
off. No joints to open up. The 
hollow center provides lightness 
with strength. The hinge is as 
durable as the seat. 





DOMESTIC ENGINEERING 


_ Never Split 








\ (S FATS IGE 


Woop Toit 


























This bolted joint can’t 
split, crack or warp 


Look closely at any new Never-Split Seat. So tight is 
the grip of the four concealed bolts, so accurately 
machined are the tongues and grooves, that the four 
sections of the seat become one inseparable unit. This 
is the construction that has made the Never-Split Seat 


the standard of durability throughout the world. 


Of course durability must be matched by fine appear- 
ance. The carefulness with which filler, stain, and 
varnish are brushed on, and the thoroughness of the 


drying process insure a finish of lasting beauty. 


There is a Never-Split model for every type of bowl. 
If you haven’t a Never-Split Catalog, write for one 
today; also for construction models and free display 


signs. 


NEVER SPLIT SEAT COMPANY 


Dept. 23, Evansville, Indiana, VU. S. A. 
Founded 1905 











The Largest Manufacturers of Toilet Seats in the World 
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Genuine Armstrong Dies 
CoM Are Best! mT : 


(Gu 


nt 
[yf ASTER plumbers and steamfitters have used 

genuine Armstrong stocks and dies so many 
years that they have become the recognized stand- 











ard in the trade. pe 
st! 
Don’t be deceived by cheap imitations, built to * 
look like the Armstrong die, selling at a low price “ 
that warns you of their inferior quality. . 
Insist on the genuine Armstrong die when you tr 
order. Service, convenience and durability are th 
outstanding features of Armstrong products. Be sh 
sure you get the genuine. - 
se 
tai 
Order from your jobber. Specify “ARMSTRONG” 
THE ARMSTRONG MFG. CO. 
. B® Re 
284 Knowlton St. % Bridgeport, Conn. si 
th 
New York Office, 101 Lafayette St. 7 th 
7 th 
wl 
no 
ab 
of 
of 
un 
Tu 
an 
co 
gi 
to 
ch 
in 
co 
Wi 
se 


N 
STOCKS and DIES ss I: 


Wall VJ) Le |: 
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below this a feed water heater which gets its hot water 
from the air-separating tank and heats it to practically | 
boiling point with the exhaust steam from the pump 
room. From the feed water heater the water goes to the | 
boiler feed pump and is pumped back into the boilers. 

A complete laundry is located on the top floor of the 
boiler house with a special hot water heater for laundry 
use. 

In the tunnels, all the piping is carried on the ceiling 
and carefully arranged so as to have the hottest pipes 
such as steam and return lines on one side, the neutral 
temperatures such as gas and air in the middle, and the 
cold pipes such as drinking water and brine on the other 
side. A typical cross section of the main tunnel is shown 
in Fig. 6. 

At intervals of about 150 feet, expansion loops are in- 
stalled on the hot lines in the tunnel. These are indicated 
on the plot plan Fig. 1 by the small extensions on one 
side of the tunnel shown from time to time; another ex- 
pansion loop is located under the kitchen building and 
still another in the main building between the rear wings 
(5 and 6) and the middle wings (3 and 5). At these 
points the 8 in. high pressure steam main is dripped and 
raised up to a high point preparatory to pitching down 
to the next expansion loop and drip. 

All the pipe fittings in the boiler 
from 12 in. extra heavy flanged tees down were made in 
the Asia Engineering Corporation’s plant in Shanghai and 
shipped to Dairen for installation; similarly the 6 in. ex- 
haust head, 8 in. pump strainer, 6 in. oil separator, air 
separating tank, drinking water cooler, and balancing 


tank. 


house and tunnels 


Stream Pollution Not Necessary 


The town of Winchester in England dates at least to 
Roman times. It stands beside the River Itchen, a small 
stream fed by many brooks. These brooks flow through 
the town under covered ways. Openings appear here and 
there, and through these opening the boys of the town drop 
their fishlines. The fish they catch are trout, a species 
which of all fish will endure pollution the least. 

In the much younger United States there are probably 
not a dozen communities which have been as concerned 
about stream pollution as this cathedral town, the history 
of which goes back to the time when nothing was known 
of sanitary science. 

One of our largest states is said to have less than three 
unspoiled streams. These are small and remote. The 
rule in America has been to get rid of wastes as quickly 
and conveniently as possible, and to the devil with the 
consequences. Great rivers are often not much more than 
gigantic sewers. Some rivers carry a vast load of fac- 
tory by-products. The second largest city in the country 
changed the direction of a small river from north to south 
in order to save its source of drinking water from utter 
contamination. But in so doing it sent a flood of noisome 
Waters down the length of its state. We think of our- 
Selves as more cleanly than were our grandfathers. But 
Wwe have merely taken away dirt from our neighborhood 
and inflicted it upon other folk. 


This heedlessness is ceasing. Yet a huge amount of 
Work lies before American cities before they will 
have restored to cleanliness, rivers and lakes and creeks 
which never should have been polluted to begin with. 
The English town of Winchester shows that a community 
does not have to use its running brooks as a means for 
the disposal of wastes. 





ENGINEERING 53 


APAPEF?S FIAAL 
ree ae co aE, 


Crier —_ 





Use Beaton & 
Cadwell’s ‘‘Per- 
fection’’ No. 10 
Floor and Ceiling 
Plates! 


Unequalled dur- 
ability and con- 
Order 
them by name— 
“Perfection” 


No. 10. 


venience 





fe 
BEATON &4 CADWELL AMFG.CO, 
&stablished 1894 
NEW BRITAIN, CONN. 


Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT OFF. 


Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “*3hté"? 


KENNEDY 


Valves = Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 





“che 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
New York Chicago San Francisco 
Salt Lake City Seattle hiladelphia 
ansas City Los Angeles 


A Bull Dog Seats 
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Boston 
El Paso 





Bull-Dog Seats 
do not require 
repairs or re- 


placement 
within a dozen 
years or longer. 











The Ideal 
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Hundreds of Vecto users 
have written us 


Every mail brings praise for 
Vecto. Every day new users are 
finding the comfort of Vecto 
warmth. 


In every part of the country, 
home owners are enthusiastic 
about the way this heater warms 
the whole house for the usual cost 
of heating one room. 


CORTO 


AR ILA 
RADIATOR plete 








YONDA ARCO 
SMOKELESS reORen, Be) SECTIONAL 
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Vecto Profit Plan 


This year — next 


The Ideal Vecto Heater has made good 


Six months after the Ideal Vecto Heater 
was announced it was a tremendous 
success. It has made good in every part 
of the country—made good not only in 
giving real comfort to thousands of 
small homes, but made good also in 
giving the Heating Contractor a real 
profit without adding to his overhead. 


The Ideal Vecto Heater has real 
decorative beauty. It requires no base- 
ment for installation. A turn of the 
control handle gives more or less heat. 
It is compact and self-contained and 
may be moved like furniture, It burns 
either coal or wood and will give a life- 
time of faithful service. 


New Price $97 


Vecto costs little. The adver- 
tised price is only $97, so that it 
is available to everyone. 


$10 DOWN 
Easy Payments 


Not only does Vecto cost little 
but it can be bought in the way 
that your customers like to buy— 
small, easy monthly payments 
that anyone can afford. 
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It’ d busi l d 
ts goo usiness to place your order now 
Right now is the time for you to 
plan to get a real share of Vecto busi- 
ness this year. Right now is the time 
when people are dissatisfied with old- 
fashioned heating methods that are 
never satisfactory. Right now is the 
time when your customers are ready 
to think about this new heater. Right 
now is the time to place your order. 
Delivery will be made at your con- 
venience with invoice dated Septem- 
ber Ist. 
WE are ready to help you make your share of 
Vecto profits. 
A beautiful four-color leaflet will be imprinted , 
with your name and address and you may have as The Vecto Salesman 
many as you wish. If you will furnish us with will explain 
names of your prospects we shall be glad to send 
illustrated letters to them, telling about Vecto and The Vecto salesman will be glad to 
featuring you as the Vecto specialist. Thirty-three tell you all about Ideal Vecto Profit 
newspaper advertisements that have proven to be Plan. He will be glad to help you get 
business getters have been prepared and are ready F ote yet inaainags se = 
for you to use in your local newspaper. ee a 
Vecto profits. 
The coupon below will bring you 
AMERICAN RADIATOR (COMPANY complete information on Vecto and a 
supply of leaflets imprinted with your 
Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Phila- 
lelphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, name, 
Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 
Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, 
Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 
Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products 
for heating, ventilating and refrigeration 
AMERICAN RADIATOR COMPANY 
Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N. Y 
GENTLEMEN: Please send me broadside of local dealer 
Vecto ads, and a supply of Vecto consumer leaflets with 
my name and address imprinted. 





ours very truly, 









Name 





PEERLESS Address___ 


SMOKELESS RADIATOR 


Mention Domestic ENGINEERING when writing advertisers. 
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ends hot water heat troubles 


q. | all This safety system 





aie a 





; 
. lg ; | Now you can ban the troublesome expansion 
Fy tank—and still know you are putting in safe, 
a J sure-acting hot water heat control. 


? 


| 


Sales of Mueller Systems practically The Mueller Hot Water Heat Control Sys- 
tem—entirely automatic, simple, safe and 


doubled during the past year. Get : ms 
your share of this profitable business. dependable—-gives perfect, positive control 


Write for special Mueller booklet giv- for hot water heating. 
ing details. A nearby Mueller jobber 
will give you prompt deliveries. You can install this system in two hours 


and your customer will be your friend for life. 


The Mueller system costs no more than the 
obsolete expansion tank system. It elimin- 
ates all the objectionable features of the ex- 
pansion tank—evaporation, overflowing, “‘wa- 


terlogged”’ tanks, etc. It permits accurate 
regulation of temperature. Saves coal through 


automatic damper control. 








You couldn’t give your customer a better 
job! Yet you can cut your labor costs 
drastically by using this system. 


Easiest to install 


This system comes fully as- MUELLER CO. 


sembled, packed in a box, handy 


for taking right on the job. (Established 1857) 


Every installation means a Factories: Decatur, Illinois; Port Huron, Michigan 
satisfied customer. Canadian Factory: Branches: 
MUELLER, Limited, Sarnia New York, San Francisco, Los Angeles 


MUELLER 


Automatic Hot Water Heat Control 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Roughing-in work was again held up to some extent 
this past week because of cold, stormy weather and the 
trade is waiting for the spring season to usher in the 
period when the large amount of work on hand and con- 
templated can be pushed forward uninterruptedly. In the 
meantime, the market is well supported by the work 
under cover, which is taking a substantial quantity of ma- 
terial. In general, little fault can be found with current 
conditions. Building permits issued in Chiago last week 
amounted to $5,386,500, in comparison to $4,941,100 in 
the seme week of last year. Construction started last 
month in the Central West, according to F. W. Dodge 
Corporation, showed an increase of 8 per cent over that 
started in January and an increase of 8 per cent over that 
started in February of last year. 

Wholesale prices of plumbing fixtures for a six-room 
house, collected by the Department of Commerce, show 
an index number for February of 161.1, based on 1913 
prices as 100. . February figures were practically the same 
as those of January, but the corresponding figures for 
February, 1925, were 171.9 and for February, 1924, 
183.2. The average prices on which these index numbers 
are based are for six standard plumbing fixtures, net to 
retailer without freight. They have been dropping stead- 
ily since January, 1924, although the fact that they stand 
at 161.1 for February, 1926, against 161.0 for January, 
1926, may or may not indicate that they have struck 
bottom for a while. 

Jobbers’ early March releases were in somewhat in- 
creased volume, many of them wishing to get in stock by 
March 15 enough of the specified material to be ready 
for the contractors’ call, which is expected soon. Manu- 
facturers report that the rate of new fill-in orders is little 


changed, buyers continuing to confine their purchases to 


needs as they arise. However, some state that they note 
an interest being displayed in second quarter requirements, 
although most of it has not left the inquiry stage yet 
Supply of all material is adequate, early deliveries being 
possible in most cases. 
Soil Pipe 

March deliveries from foundries continue in good ton 
nage, contracts placed by jobbers at the time the market 
advanced being specified for delivery through February 
and March. Jobbers’ commitments at that time were of 
sufficient size to cover their needs well ahead and, there 
fore, current new business is negligible. Stocks are ade- 
quate to meet the pick-up requirements of the trade and 
direct shipment tonnage is putting fair sized stocks for 
coming spring needs in contractor yards, as well Foun 
dry prices are firm and were unchanged during the week 

Steel Pipe 

Some disposition is being shown by jobbers to increase 
the size of their commitments as spring requirements 
draw nearer. Mills report a steady, satisfactory business, 
consisting mainly of orders marked for quick delivery, 
and are producing at a good rate to keep their stocks 
abreast of demand. Prompt service is being given on all 
requests. Prices are firm and unchanged 

Wrought Iron Pipe 

Jobbers’ stocks are being maintained at suitable work 

ing levels by small-sized replacement orders on the mills 


These aggregate a fair tonnage, shipments of which ars 
bolstered by releases for pecified jobs Mill stocks are in 
good shape and prompt delivery is possible Prices are 


firm and unchanged. 
Enameled ‘Ware 


Manufacturers’ stocks are fairly large and shipment 


can be made promptly as needed. Prices are fir! nd un 





ARLY March releases against orders placed on 

4 specified contracts are in somewhat increased 
volume, the nearness of spring, with its accom- 
panying spurt in building activity, causing jobbers 
to build stocks heavier in anticipation of con- 
tractors’ needs. Inquiries are more numerous in 
many lines, as well. During the week, manu- 
facturers’ shipments continued at a steady rate, 
filling the well sustained run of orders marked for 
quick shipment, which have become so familiar in 
the plumbing and heating field. Production pro- 
ceeds at good capacity, with stocks at sources well 
built to handle the ordinary demands of business. 











ces 


JOBBERS INCREASE COMMITMENTS AS SPRING APPROACHES 


February construction, according to F. W. Dodge 
Corporation, exceeded that of the same month last 
year by 25 per cent, making last month’s figure 
the highest February total on record. Contem 
plated new work reported exceeded by the same 
proportion that planned in February of 1925 
Manufacturers’ markets were unchanged during 


the week, prices of soil pipe, steel pipe, wrought 


iron pipe, pottery, enameled ware, plumber 

goods, range boilers and boilers and radiators hold 

ing at the same figures noted last week. Jobbers’ 
prices are stiffening in several sections of the coun 


try, according to reports. 
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We’ve listed only five, but there are 
many more. And every feature is a dis- 
tinctive T/N feature—you won't find 
many of them in other water closets. 
The T/N is a ONE-PIECE water 
closet for all modern buildings as 
well as designed for installation in the 


most palatial residence or the more 
modest home. You’ll find this modern, 


attractive, different fixture a ready 
and a steady seller. 


W. A. CASE a SON MEG. Co. 


220 DELAWARE AVE BUFFALO, N. Y. 
POTTERY: ROBINSON, ILLINOIS 
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changed, Jobbers are carrying fair-sized stocks and re- 
jeasing material on order for specified jobs in good vol 
yume. Stock replacements are in fair volume Jobbers’ 
sales are at a steady rate and aggregate a good turnover 
Pottery 

Although jobbers are not anticipating future require 
ments to any extent in their ordering, makers of pottery 
report that sales, representing actual consumption needs 
are in good volume. Stocks at sources, however, are in 
creasing, according to the latest Department of Com 
merce figures, although reports from the same source 
show that unfilled orders are in excess of stocks on hand 
The Chicago territory is absorbing a good quantity of this 
commodity, according to manufacturers’ representatives 
and jobbers are maintaining suitable working stocks 
No trouble is experienced in securing prompt shipment 
on staple ware in this territory. Prices are unchanged and 
steady 

Range Boilers 

The past week has given little time to note the in 
fluence of the recent advance in prices by some manufac- 
turers, although some of these companies who revised 
their quotations report that they have booked some busi- 
ness at the new sheet. The new prices apparently went 
into effect at once, no protection being offered by those 
who made the change. Jobbers, however, in many cases, 
had orders in at the lower prices which will take care of 
their requirements for a while and have not added to such 
commitments at the new market. Deliveries can be made 
when needed. 

Plumbers’ Brass Goods 

Jobbers’ orders, placed to cover their needs for the 
first three to six months of the year, are being released 
in good volume and the consumption of this material 
runs into good figures. Little new business is reported, 
although inquiries are increasing as second quarter re- 
quirements come up for consideration in some cases. 
Manufacturers. are pushing prodtiction at a good rate and 
are in position to handle the needs of their customers in 
satisfactory manner. Prices of both tubular and cast 
brass goods were unchanged during the week. 


Boilers and Radiators 

Actual consumption needs are falling off somewhat at 
this season, although shipments still hold in substantial 
volume. New business is being placed on contract in suffi- 
cient quantity to assure a good movement of this ma- 
terial as the year proceeds. Manufacturers have good 
stocks and are maintaining them in adequate size by 
steady production. Shipment can be made promptly on 
most items. Prices are unchanged. 


PHILADELPHIA 


Little change is noted in general conditions in the 
plumbing and heating fields in and about Philadelphia. 
Demand upon jobbers is still below expectations at the be- 
ginning of the year, although the figuring they are now 
being asked to do should develop into orders in the near 
future. Due to the policy of the wholesale trade of buying 
for immediate needs only, the slackening of demand from 
the trade immediately affects the orders received by the 
manufacturer. 

Students of business conditions, however, are, without 
exception, optimistic. Few look for as much of the spec- 
ulative type of residence building as prevailed during 
1925, but industrial, commercial and apartment building 
should be done in larger volume, making the total for the 
year almost as great as last year. 
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Soil Pipe 
Due to the large amount of pipe ordered by jobbers on 
lower markets, current demand continues light, with good 
shipments against contracts Prices have not changed 
Deliveries range from 10 to 30 days 
Wrought Iron Pipe 
A slight quickening of interest the first few da of 
the month was noted by makers, the result of jobbers 
letting their stocks of wrought iron pipe get low Prices 
are maintaining the same level Deliverie continue 
prompt 
Steel Pipe 
Little change in the steel pipe situation is found by 
most manufacturers, current demand still not being large 
Almost no advance ordering is being done Price are 
firm and unchanged Deliveries are satisfactorily prompt 
Enameled Ware 
Enameled ware sales are proceeding in orderly fashion, 
neither a rush nor slackness in demand The trade is 


using a fair amount of ware, and this is reflected in order 


for immediate delivery received by manufacturers Pri 
have not changed Deliveries can be made promptly 
Pottery 


A fair demand from the southern part of the territory 
s reported by one pottery, which finds that special ware 
is in demand Generally, the potters express themselves 
as satisfied with the call for their ware for this season of 
the year. Prices remain firm Deliveries are satisfactor 
ily prompt 

Plumbers’ Brass Goods 

Demand for cast brass is active, with a fairly large vol 
ume on contract covering the first six months of the year 
Prices appear firmer than they were a month ago Con 
siderable figuring is being done by tubular manufactur 
ers. Deliveries can be made promptly 

Range Boilers 

Makers who raised prices last week appear to be stand 
ing firm on their decision to allow no protection to job 
bers, and little business is being booked at the new fig 
ures. Carly deliveries can be made by all makers 
Wholesale stocks are not large 

Boilers and Radiators 

A substantial amount of material is going through the 
jobbers’ warehouses Prices generally have not changed 
although one manufacturer has issued a new sheet which 
is approximately 10 per cent htgher on boiler Deliverte 
are prompt 


NEW YORK 
i j/ 
i v 
While buying has not yet reached the high level which 
is confidently expected by most manufacturers and job 


bers, activity during the first few days of March is a little 


greater than it was during February, when many com 
plaints of slow business were received Weather condi 
tions have improved, and with March well advanced and 
spring just around the corner, building should increase in 
the very near future. 

While many manufacturers and wholesalers did a 
smaller business in February than in the same month in 
1925, the total volume for the first two months of the 
year will compare favorably with January and February 
of last year, as activity was more pronounced in Jan 
uary, 1926, than in January, 1925. A disposition to se 
cure higher prices is noted among many of the jobbers, 
the large proportion of whom made very slight profit 
in 1925, despite the large volume of goods sold This 
new effort to make a fair profit is particularly notice 
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Ht Where and how to buy plumbing and 
| heating supplies is a constant problem for 
the buyer. 


Thousands of changes take place every 
year in the plumbing and heating industry. 
Each one that you are not familiar with 
makes your records that much more out of 
date and incomplete. 


Are you able to locate at a moment's 
notice the sources of supply of all items you 











are interested in buying? Mt 


When you require articles specified by 
trade names only, do you know just where 
they can be secured? 


Have you a record of the latest specialties 
used in the trade? 


Have you a complete list of names and 
addresses of manufacturers of plumbing 
and heating materials? 


Through Domestic Engineering Catalog Directory 


Every day in the year records are being carefully 
checked, verified or revised as changes take place, and new 
data is accumulated for Domestic Engineering Catalog 
Directory. A new edition containing the latest, most 
authentic information obtainable is brought out each year 
especially for the buyer of plumbing and heating supplies. 

The 1926 edition, now being distributed, contains just 
the information your buyer needs for every day use. 
1291 pages are devoted to the condensed catalogs of 
450 manufacturers. The volume is a catalog file and 
purchasing guide all under one cover, in compact, con- 
venient form for the buyer's desk. 

The Classified Section lists over 2000 articles, both 
standard and specialties, with trade names and names of 
the manufacturers. Both the Catalog and Classified 
Sections are completely indexed and crossed for easy 
reference 


1976 pages. Standard Catalog size, 
734x105 inches. Price $5.00 postpaid. 


PUBLISHED BY 


CHICAGO, ILL. 


DOMESTIC ENGINEERING Co. 


1900 Prairie Avenue 


If you know the trade name of an article only, you can 
easily locate the manufacturer by turning to the Classified 
Section. 


When you know the name of a concern but do not know 


, where it is located, the Name and Address Section will 


give the information desired. 


Reference to products illustrated and described by 
manufacturers can easily be made by turning to the 
Catalog Section in front of the book. 

Domestic Engineering Catalog Directory is the only 
buyer's guide compiled especially for the plumbing and 
heating industry. If you do not have a copy of the 1926 
edition, it is costing you more to do without it than the 
purchase price. 


Sign and clip the coupon and mail today. 
Your copy will be sent by return mail. 


, al Mh 
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to pay $5.00 upon receipt of the book 
| Name 
| Street 
| City State 
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Please send us prepaid a copy of the 1926 ‘‘Domesti 
Engineering Catalog Directory,’’ for which we agre 
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able among the pipe jobbers, whose prices are reported 
o be stiffening. 

Buving for immediate needs only continues to be the 
rule, prompt shipments from practically all manufactur- 
ers and a fairly level price keel on most commodities mak- 
it possible for the jobber to operate with stocks at 


; 


minimum working requirements. 
Soil Pipe 
Little current buying is being done, the great bulk of 
the shipments of pipe into this territory coming from 
specifications against old contracts. Prices are un- 
changed. Deliveries range from 10 to 30 days 
Stecl Pipe 
Demand has shown a slight quickening over that in 
February, mill representatives state, but shipments are 
still not heavy. Mill prices have not changed, but job- 
bers’ prices are reported to be stiffer. Deliveries continue 
prompt. 
Wrought Iron Pipe 
Little change is noted from last week, when demand 
was reported as seasonal, jobbers placing orders only as 
their stocks fell below safe working levels. Prices are 
firm. Deliveries can be made at once 
Enameled Ware 
Immediate delivery business still constitutes the greater 
portion of the business being received by manufacturers. 
Wholesale stocks are not large, but are adequate to take 
eare of the demand from the trade. No price changes 
have been reported. Prompt deliveries of staples are the 
rule 
Pottery 
Two large makers find a satisfactory demand, a third 
reporting a slowness in the call from the jobber. Little 
advance ordering is being done. Prices continue firm and 
unchanged Deliveries can be made quickly on most 
items 
Range Boilers 
Most manufacturers are now quoting the new prices 
announced last week, although one concern which does a 
considerable business in the Metropolitan district is still 
at the old figures. Demand continues seasonal, with lit- 
tle advance ordering. Deliveries are prompt. 
Plumbers’ Brass Goods 
Tubular makers report a good deal of figuring, but find 
the aggregate of the orders placed does not constitute a 
large volume A steady demand for cast brass, for early 
delivery and in small lots, continues Prices appear fairly 
firm in both the cast and tubular lines. Shipments gen- 
erally are satisfactory. 
Boilers and Radiators 
One maker of boilers, who is usually above the average 
market, has advanced prices approximately 10 per cent, 
although prices generally have not changed. Demand 
continues very good for this season, one radiator manu- 
facturer reporting shipments that amount to 60 per cent 


of maximum production 


NEW ENGLAND 
A 4 we Y pee, - 
A slightly better business condition has been noticed 
iring the past week. While there has been no heavy 
ing by either the jobber or the trade, there has been 
an increased demand for the several commodities which 
indicates that activity is again under way. The price mar- 
ket seems firm and little is heard of the price cutting, as 
an inducement to buying, that has been felt for several 
months in this market. 

The trade continues to buy only for requirements and 
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net for a long carry. With a steady market and ample 
material at sources and in jobbers’ stocks, there appears 
to be no incentive to do otherwise Jobbers are, also, 
doing business along these lines and, while a steady and 
ample volume of material in the aggregate changes hands, 
this business consists mostly of many filling in orders to 
keep stocks adequate for all demand It is claimed by 
many students of conditions that business is in a more 
healthy state than for some years as a result of this man- 
ner of buying, and, as collections are said to have im- 
proved during the past six months, it would appear that 
there is ground for this belief. 

The lead market shows a slight weakness in that a re 
duction on drawn lead traps and bends was made by one 
of the manufacturers recently 

Soil Pipe 

Actual sales of soil pipe and fittings indicate good con 
sumption Jobbers are releasing a good volume of ma 
terial against old orders and are keeping ample stocks 
on hand to take care of the steady demand Manufac- 
turers report a substantial tonnage on the books most of 
which was placed before the advance. Some new busi 
ness is being booked, but activity is practically confined to 
shipping against old orders 

Steel Pipe 

Jobbers are finding a small but steady demand for this 
commodity and are keeping abreast of demand by frequent 
releases from mills Manufacturer report a_ steady 
drawing by jobbers that compels them to maintain good 
stocks. There has been no price change and goods are 
coming through in ample time to take care of all demand 

Wrought Tron Pipe 

Jobbers are releasing enough material to keep stock 
adequate for all demand, which is not heavy Mills re 
port a fair tonnage being shipped into this market with 
stocks on hand ample to insure quick shipment when 
wanted. Prices are steady and unchanged 


Enameled Ware 


Demand on the jobber is in good volume, with jobber 
stocks ample to care for all demand. Consumption need 
require frequent releases by jobbers, and manufacturer 
are, accordingly, moving a good quantity in small lot 
Deliveries can be made promptly Prices are steady and 
unchanged 
Pottery 

Jobbers’ orders are mainly, for actual needs and littl 
advance buying is reported Manufacturers are keep 
ing well assorted stocks on hand and quick shipments 
are the rule when wanted. There appears to be a fair 
volume being moved through the regular channels in 
many small lots. The price market shows a steadiness 
not seen for some months 

Plumbers’ Brass Goods 

Manufacturers report a steady demand for material on 
old contracts and jobbers are moving a good volume, 
mostly in small lots. The buying by the plumbing trade 
is still well sustained and evidence of a desire to have 
a working stock of staple material on hand is indicated in 
the assorted type of orders placed with the jobber. Cast 
brass prices are strong with some new advances by a 
few manufacturers, who appear to have good business on 
the books. Orders, as a rule, are being taken care of 
promptly. 

Range Boilers 

The advance by some manufacturers seems to have set 
tled the market. There is no heavy buying, however, a 
the normal demand by the plumbing trade has been taken 
care of by jobbers’ stocks. Jobbers’ stocks and manufac 
turers’ warehouses assure prompt delivery service 
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Boilers and Radiators 
the 


indicates 


Present demand on 


New b 


jobber in good 


construction and 


is steady and 


volume isiness active 


alteration work Manufacturers report a good amount of 


unfilled orders. Prices are firm and unchanged. 


PACIFIC COAST 


Business on the Coast showed very little change from 
the previous week and, generally speaking, continues in 
good volume Jobbers’ out of stock prices vary in the 
different Coast jobbing centers and, due to local condi- 
tions, are ft in some and firm in others. 


Soil Pipe 
continues active and, if anything, 
Jobbers have ample stocks on 
hand and enroute from foundries to take care of present 
and anticipated requirements 
Steel Pipe 


Demand for soil pipe 


appears to be increasing 


Steel pipe sales are normal for this period of the year. 
Jobbers generally have ample stocks and prompt ship- 
ment can be obtained on mill orders. 


Enameled Ware 


There is a steady demand for this commodity which, 
considering the period of the year, may be said to be 
good Distributors have ample stocks and prompt de- 


liveries can be obtained on factory orders on practically 
Jobbers’ prices to the trade vary in the dif- 


jobbing and California jobbers advanced 


all patterns 
ferent 


centers 


prices about 5 per cent on some items during the week. 


Pottery 
Pottery is moving in fair volume Jobbers have good 
tocks and prompt deliveries can be obtained from Coast 


potteries whose combined output is large. 


Plumbers’ Brass Goods 


Sales of this commodity continue in satisfactory volume 


and, considering the number of distributors who are offer- 
ing this commodity to the trade, aggregate a very substan- 
tial quantity Prices to the trade vary in different job- 
bing cente1 being firm in some and weak in others. 


Range Boilers 
The demand for 


period of the year 


range boilers is about normal for this 


Jobbers are, as a rule, still selling 


this commodity based on the low prices quoted early this 
year and have not as yet advanced prices in line with the 
recent factory advances 
ryyY : ly 
The Metal Market 
Average Average Averags 
Mar.8 Jan., 1926 Nov., 1925 1925 
PIG TRO 
No. 2 Fou y igo 
furnace $23.00 $23.00 $22.75 $22.00 
PLATES A | rs 
Steel boil 
burgh, pe I 1,80 1.90¢ 1.85< 1.95¢ 
Blue annea | st t 
Pittsburg I 2.4 2.50¢ 2.40< 2.45¢ 
Rlack f Pit r 
per 25 3.35« 3.25¢ 3.30¢ 
Galvanized sheets, Pitts 
burgh, per 4.5¢ 4.60c 4.50c 4.45c 
TIN- 
Straits tin 62.50¢ 
COPPER 
Prime Lake, f. o. b. re 
finery 14.30c 
Electro, delivered 14.15% 
LEAD— 
Chicago . 8.60c 
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The Old Metal Market 





Dealers’ Buying Prices 
Per lb rib 
Aluminum clippings ...16 c Copper, light 9 
Block tin ‘ ace. a Copper, uncrucibled 
Brass, light 6%c WIPO cccc ; ] ‘ 
Brass, heavy mixed Tc Faucets and valves sc 
BPRGR COE ccncccveveasee B @ Lead, heavy .. Wwe 
Copper, crucible ‘ ll c Solder joints 6%e 
NOTE: Prices are those quoted on Monday of this we: 
‘ 
The Stock Market 
Quotations of March 8 Bid Asked lose 
American Radiator Co.—common... —_ -| 112 113 | 111% 


-preferred pam ; 127 


American Radiater Co . 
45% 46 


Anaconda Copper Mining Co.. 1 | 45% 
Brunswick-Balke-Collender Co 254 | 27 | 26 
Crane Co.—common =r 52 
Crane Co.—preferred oa rT | 114K 
Eagle-Picher Lead Co.. 5 , 30% | 30% | 
Fairbanks, Morse & Co.—common “ rr 51 52 | 51% 











Jones & Laughliz Steel Corp.—preferred........ wer szvent 330 
National Lead Co.—common eer 154 155 | 154 
Ohio Brass Co.—"B” vro ia Xs . coos] 
U. 8. Cast Iron Pipe & Foundry Co.—common.. 174% | 175% | 175 
U. 8. Cast Iron Pipe & Foundry Co.—preferred. ..} 100 100% 100% 
U. 8. Rubber Co.—common 71% 72 | 71% 
U. 8. Rubber Co.—preferred 105% | 106 | 106 
U. 8. Steel Corp.—common 123% | 123% | 123% 
U. 8. Steel Corp.—preferred | 124% | 125% | 125% 
Walworth Company . 21% 21% 21% 
Williams Oil-O-Matic Heating Corp. 20% 21 | 20% 
Wolff Manufacturing Corp.—common. . | 8% 9 9 
i 


Youngstown Sheet & Tube Co 


7 | 7 774 


MASTERS OF PATIENCE 

We watched a bill poster doing his stuff in a stiff gale 
With his long brush he slapped the paste over the bills 
due to be obliterated. The test 


That was easy. came 


when he tried to put up the new sheet well above his 
head 
He stuck it on his brush after the second effort for 


the wind was going through the alley like a suction draft. 
When he slapped the paper to the boards the wind tore 
it in He tried to paste up the separate pieces, but 
they kept tearing. 

Finally he tore it all down, and with a new sheet started 
all over. A little lull in the gale favored him. He suc- 
ceeded in getting the top to adhere, and before the next 
gust came he had deftly smoothed out the remainder. Not 
quite a wall paper job in neatness, but the attraction of 
heralded to all eyes plainly for a 


two. 


vaudeville would be 
week. 

The plumber has finished his labors and departed 
people complain that the plumber like a poor relation 
invariably outstays his welcome, but not many people 
realize what he is up against. He has to saw through 
boards and take up floors. He has to pierce joists with an 
augur, and after threading his pipe, complete connections 
in inconceivably awkward positions, sometimes never 
seeing the metal which he puts into place with his trusty 
stillson. 

There are some trades left in which smooth running 
mathematically exact tools, requiring only to be fed and 
adjusted, cannot do the work; still trades in which re 
source and ingenuity are necessary. Longfellow thanked 
the blacksmith for a lesson in industry. Our plumber and 
bill poster have taught us something in patience Deca- 


tur, Ill., Herald. 


Some 


E. J. Erbelding, 516 Broad street, Augusta, Ga, 88 
been awarded the heating and plumbing contract on the 
brick apartment for A. E. Ittner Co., at Albany, Ga 
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SUCTION AND Y AREGISTERED TRADE NAME 
DISCHARGE TAKEN 
siee| |i BULLDOZER 
VANE. CAN BE 
MOVED WITH- 
\OUT DISTURBING 
{ THE eye entiiesiaiannaiae 
| Ovensize vavves: | §elf- Oiling a Fact [Eccentric Pitman BEARING; 
= om ASELPENL | Nop SE Eke ame AR 
PLOW OUT a of a nope CRANKSHAFT. 
Bape [RERRE NS —_ 
i {MACHINE CUT 
BLOW OUT [GEAR & Seiten! 
DIRECT FLOW —_— 
is — Me 
ESTES WIPING i 





























#] 3000 GALS 
PER HOUR 


2000 GALS 
PER HOUR, 








500 GALS, 
| PER HOUR 



























































: EA : 
Pana —— 
MORE DIRECT FLOW WATER A 
T OF WATER. DRAIN. : ‘UL BOLTS | 
THROUGH > AND NUTS 
= e SHAFTS WITH . SECURELY 
(a Sizes Sy fe TE JER 
” ” ” H sa 
1¥zX3to &'X 8 ee PIN; BRASS] | SELF-CLEANING fas \ 
a BUSHED BEARINGS. [SELF-OILING,] 
00:,900 | 
500109000 
Gals.per hour Everywhere—in rural communities—in towns and villages 


—in suburban districts—in small and large cities—Myers Self- 
Oiling Power Pumps are thoroughly established. They repre- 
sent a genuine achievement—a marked advance in pump con- 
struction and operation, and have proved their exceptional 
worth under all kinds of pumping conditions., 


Unmatched for safety, economy and high efficiency in the pumping of 
water by power, their recognition and adoption in agricultural, commercial, 
industrial and municipal fields has been universal—their suecess is gauged 


by the widespread demand for them. 


Are you the one who is 
profiting through their sale 
and installation in your 
community, or is some 
other party enjoying this 
business? We cannot an- 
swer this question for you. 








{ '$ 8 DOOR HANGERS 
e 











If you are interested, we 
will be glad to send you a 
copy of our new Catalog 
and quote direct, or have 
one of our salesmen see you 
in the near future. 


THEFLE.MYERS & BRO.¢co. 
ASHLAND, OHIO. 
Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose, 


WATER SYSTEMS-HAY and GRAIN UNLOADING TOOLS ~- BARN,FACTORY and 
GARAGE DOOR HANGERS: STORE LADDERS, Etc, 


Mention Domestic ENGINEERING when writing advertisers. 
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BREE Prevention of Stream Pollution Profitable 





Have You Seen The New 


WUESTHOFF 
China Spout? 


It’s a winner! Different to anything you 
ever saw. And better. It won't crack 


from sudden changes in the tempera- 


ture of the water-——-no WUESTHOFF 
but its big feature is the 


Ever-Dry Soap Dish 


which is an integral part of the spout, 
It drains all drippings through the spout. 


keeping the soap dish clean and sanitary 


all the time. Let us send you one of 
these new spouts AT ONCE—to be 


billed through your jobber, Price $2.50 
F. O. B. San Francisco. 


Write Today 


M. W. WUESTHOFF CO. 


Vitreous China Plumbing 
Specialties 
Monadnock Bldg. 


Spout will 





San Francisco, Calif. 


LIMINATION of industrial stream pollution in Michi- 
9 gan is being accomplished at not only a gain ip 

public health, and a saving to aquatic life, but at an 
eventual profit to those concerns that in the past have 
been dumping vast fortunes into Michigan’s str 
fortunes that have floated downstream with murderous 
insistence for more than a quarter of a century. That is 
the statement of Homer Murphy, conservation officer, of 
Lansing, Mich., who is in charge of anti-pollution work 
in Michigan. 

Definite action has been taken by the state agair 10 
large industrial manufacturing plants in Michig to 
compel them to halt pollution. Eight of these concerns 
already have signed stipulations whereby they agree im- 
mediately to proceed with the installation of proper waste 
disposal measures. 

Mr. Murphy's investigations on stream pollution and 
his preliminary report on what is happening, pr: of 
exceptional interest to industrial concerns and to the pro 
ponents of a stern pollution law. Here are a few high 


lights in Murphy’s pollution program that definitely show 


| how concerns in Michigan eventually will produce profits 


from waste that in the past has been lost: 


A southern Michigan gas light company, which for years 


| has polluted one of Michigan’s prettiest streams, is already 


| it five cents a pound in tank car lots of 10,000 gallons 


brings 
In 
time the initial of installing this reducing 
plant for waste material will have been paid for and will 
be stockholders 


A 


recovering from its waste a coal tar product that 


a short cost 


earning additional-dividends for the 
MONEY FLOWING BACK 

PAPER mill that has been dumping its waste water 

and pulp and acid into a southern Michigan river 


| has spent a reported $50,000 for waste disposal and is 


| 


recovering, in experimental work thus far, an average of 
worth of lost pulp annually. This 
announces that this work, only in its experimental stages, 


$5,000 company 


| is capable of developing great possibilities and that the 


saving effected not only keeps pollution out of the stream 
but will earn a large profit for the concern in the long run. 

Cheese factories are finding they have been dumping 
into Michigan waters untold riches in the form of livestock 
food that today is being recovered from the curd and whey 
and skimmed milk that has been flushed into rivers. The 
livestock food recovered in the tests so far made is excep- 
tionally fine for hogs, creating a thirst in the pigs that 
causes them to drink water freely, which in turn is said 
to produce better pork. 

Tanneries have gone to work to recover hair and fer- 
tilizer that has been slipping past their watchful 
for years. The hair that is recovered brings better than 
$75 a bale, while the fertilizer is in great demand. 

Municipal waste disposal is the hardest problem to over- 
In the aggregate, if all the cities and villages in 
Michigan which now pollute streams were to force con- 
struction of sewage disposal properties, the total expendi- 


eyes 


come. 


| ture would be enormous. 


Mr. Murphy says that to date no investigations and no 


experiments have been made in the upper peninsula. Lack 
of funds, men and equipment is given as the reason 

The Detroit and Montreal rivers, the one an _ inter- 
/} national stream, the other the boundary line between 
Michigan and Wisconsin, are likely to be the very last 
| streams in Michigan on which anti-pollution work will 
proceed, Murphy says. He points out that in the Detroit 
river case it will be necessary to receive the aid of 
Canada. In the Montreal river it will be necessary to 


| 


secure Wisconsin’s aid. 
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Type A Automatic Instan- 
taneous Gas Water Heater. 
6 Sizes—2 to 8 gallons per 
minute. 





Cottage Automatic Heater. 
Three Types. 














Acmea utomatic Storage Sys- 
tem. Moderate Price. Capac- 
ity, 24 gallons. 





Automatic Heater (Pressure 
Valve Type). Capacity, 2, 


214 and 3 gallons. 








Instantaneous Bath Water 
Heater. Capacity, 24 and 3 





























gallons per minute. 
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You can't eat 
soup with a fork 


y i, 
fa\ YZ 
7 c/ ie Te 
§ if ae Nie 
. é 4 A x 
™, \ SS 


Knife, fork and spoon are standard equipment — not 
hecause they’re fancy, but because they're handy. 
Kach is good for its own job. 

It’s the same with hot water heaters. One type of 
construction is good one place—other conditions de- 
mand other types. 


Instead of trying to make one kind of heater do for 


all kinds of conditions, we make Humphrey Auto- 
matic Heaters in a sufficient variety of types and 
sizes to meet any condition. That means efficient, 
economical service everywhere and all the time. 
Humphrey Heaters— made in 30 different types and 
sizes—must all conform to one standard of excel- 
lence in design, materials and workmanship. Every 
Humphrey Heater, no matter what the type, size or 
price, is “Built for Lasting Service.” 

The Humphrey Company has made this claim and 
lived up to it for 40 years—40 years of constant 
progress in the creation of supreme values from the 
viewpoint of both dealer and user. 

Humphrey national advertising is reaching over 
5,000,000 homes a month through such great, influ- 
ential magazines as The Literary Digest, Collier’s, 
Liberty and Good Housekeeping. Nothing spectacu- 
lar, sensational or spasmodic, but a persistent, com- 
mon-sense effort to make the true facts about Hum- 
phrey Heaters known to millions of home-owners. 
Humphrey reputation is steadily increasing; public 
confidence in Humphrey Heaters is growing stronger 
every day. It is easier for you to sell Humphreys 
than to sell in competition with them. 


Write for new Sales Manual and full 
particulars of Humphrey Sales Plan. 


HUMPHREY COMPANY 


Kalamazoo, Mich. 
(Div. Ruud Mfg. Co.) 


HuMPHREY 





Automatic Gas Water Heaters 
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Instantaneous Shower Bath 
Heater. Bath Heater and 
Shower Complete. 


l 


Copper Coil Tank Water 
Heater. Three Types: 30 to 
80 gallons capacity. 


Humphrey Automatic Stor- 
age System. Three Sizes: 24, 
40 and 66 gallon capacities. 


v 














Humphrey Multi-Coil Auto- 
matic Storage System. For 
office buildings, hospitals, 
hotels, etc. Can deliver in any 
capacity desired. 
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Uniflow Water Softeners 


Simplicity—Rugged and Simple in Design. 
here are no unnecessary Devices to get 
out of order. 

Easy to Install—Softener shipped complete, 
ready to install, only three simple con- 
nections. 

Easy!lto{Operate—Just four[standard valves, 
that a child can operate. 

Low Cost—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 

list. Size No. 2, $140. Size No. 3, $180 


Very Large Discounts to Jobbers and Dealers 
Write for Bulletin No. 40 


The Unifiow Pump & Mfg. Co. 
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Fifth and Perry Sts. ss Dayton, Ohio 











“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brass 
ferrules is a specialty wito us. If 
you want to give your trade high 
grade, accurately madeand nicely 
finished goods etandardize onthe 
Richmond Line. Our large ware- 
house stocksand unescelled ship- 
ping facilities makes trading with 
usa mosteatisfactory proposition 


RICHMOND 


Foundry&Manufacturing Co. 
RICHMOND, VIRGINIA 


x 
WATER MLATER 


$606 
‘88 
139 


{verHot eater Co. 





American Over-Rim Fillers 


‘A: DEPENDABLE «SOURCE -OF : 


BENJAMIN KEWIN, 
Rochester Plumber, says 


“We believe that the time is not 
far distant when practically every 
bome owner will use an automatic 
water heater, if he has gas. We be- 
lieve too, that the EverHot Heater 
fs the particular heater that will 
serve to popularize the automatic 
water heater in this country.” 


Detroit, Michigan 
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Legal Decisions 


LAW DETERMINING VALIDITY OF CONTRACT 


HE question of the validity (that is, as to whether 
fi there is in fact a contract) of a contract is to be de- 
termined by the law of the place where it is made. If 
there was a valid contract under that law, then that 
contract is valid everywhere. If there was no valid con- 
tract under that law, then there is no valid contract any- 
where. 

Where the illegality of a contract upon which suit is 
brought does not appear upon the face of the complaint, 
the illegality must be pleaded in order to be available as @ 
defense. But when, though not pleaded, the facts estab- 
lishing the illegality are disclosed by the record, the de- 
fense becomes available, for no court will consciously lend 
its aid for the enforcement of an illegal contract. 

A note becomes binding and effective when it is deliy- 
ered, and it is delivered when, nothing more remaining 
to be done by either party, it is deposited in the mails, 
at the direction of the payee, for transmission to him.— 
Supreme Court of North Dakota, in Douglas County State 
3ank v. Sutherland, 204 Northwestern Reporter, 683. 


NOT ALLOWED COMMISSION AFTER RECEIVING 
REBATES 

PLUMBER entered into a contract with parties, who 
I es building an apartment house, to do the plumb- 
ing, he to be paid $10 a day, and to buy in his own name 
all the materials to be used, superintend the work, and 
to be paid for this 10 per cent of the cost of the work 
and material. He would purchase the supplies and re- 
ceive from the owners of the building the amounts of the 
bills, which he would pay to the pply house, and then 
from the supply house, under a secret agreement between 
them, he would receive a 5 per cent commission on the 
amount which he had just paid. By these means, instead 
of receiving just the 10 per cent, which he testified he 
was to receive from the owners for his work of superin- 
tending and buying the supplies, etc., he received an addi- 
tional 5 per cent. 

In arguing for the elimination from the verdict which 
was rendered in his favor, in a suit on the contract, of 
an item of $1,288.05 for his commission of 10 per cent, 
the owners cited authorities in support of the general 
rule that an agent cannot take advantage of his relation- 
ship with his principal so as to make a profit for himself 
in excess of what has been agreed upon, and that this 
rule applies even though the principal has not suffered any 
injury by reason of the agent’s dealing. He did not dis- 
pute the rule of law thus contended for, but sought to 
avoid it by claiming that his relation to the owners was 
that of an independent contractor. 

But, as the Supreme Court of Washington looks at it 
(237 Pacific Reporter, 307), this was of no advantage to 
him. An independent contractor and an agent engaging 
in business have each to observe the fundamental prin- 
ciples of honesty, and courts will not countenance such 
palpable dishonesty as that here practiced by the respond- 
ent. Assuming that he was an independent contractor, 
his agreement, according to his own contention, wis that 
he was to do the work of superintendence, purchase sUup- 
plies, etc., and receive 10 per cent upon the cost; that 
meant the honest cost—not costs made up of secret re 
bates—the price actually received by the dealer. \Vhere- 
fore, the court holds that, the jury having awarded 
recovery of an item of $1,288.05, based upon padded in- 


voices, the judgment must be reduced in that ount. 








The Patrol Valve controls the gas supply 
to the main burner. Should the pilot 
light become extinguished, the Patrol 
Valve immediately cuts off the gas supply 
and likewise opens the gas supply when 
the pilot is again ignited, functioning with 
every operation of the system. Entirely 


automatic. Opens and closes with a sna 
—_— Simple. Durable. Depend- 
rite today for descriptive folder. 


able. 














HEATER 


Makes a close, quick connection between 
Range Boiler and Heater with one fitting. 
Eliminates bushings, nipples and other 
fittings Requires only three minutes 

to connect A material, 

time and money-saver for 

you. Write today for de- 

scriptive folder. 
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Pipe Bending 
(Continued from page 32) 


be attached. These two features allow for the bending 
of an endless number of bends and offsets. Pipe up to 
2-inch can be handled by this machine, and another size, 
the ratio of gearing being 49 to 1, will easily include 
38-inch pipe in its capacity. With the smaller machine 


i 


so —— 
m3] 
— 





quadrants are furnished for bending 1l-inch pipe on a 
radius of 6 inches, 114-inch pipe with a radius of 9 inches, 
1%-inch with a radius of 12 inches, and 2-inch with a 
radius of 14 inches. 

Fig. 14 shows another hand power machine, capable of 
bending 2-inch pipes. In this machine, the pipe is not 
crowded forward by a roller, but is forced into the quad- 
rant or forming die by means of a grooved follower bar, 
which supports the wall of the pipe at the bending point. 
The pressure roils which work against the follower bar, 
can be easily moved back and forth by means of the hand- 
operated screw which is shown in the illustration. While 
the makers recommend a radius of at least 14 inches for 
2-inch pipe, it is claimed that with this machine this size 
of pipe has been bent on a radius as small as 9 ‘inches. 

There are also on the market, several power pipe bend- 


ing machines, and three of these we show in Figs. 15, 16 | 


and 17. 
The machine shown in Fig. 15 is very powerful, weigh- 
ing 2,000 lb., yet operated with a 2 H.P. motor, and 





Fig. 16 


bending up to 2%-inch pipe to any angle up to a half 


circle In operating the machine, an automatic stop is. | 
set at the predetermined angle (up to 180 degrees), and 


the machine will come to a stop when the proper angle 
is reached. 

The bending machine illustrated in Figs. 16 and 17, 
will bend pipe up to 3-inch, and is operated by compressed 
air or steam, although the regular equipment is for air. 
The most important feature is the control which is air- 
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urtin Noiseless 
Tank Fittings 


They afford the most silent, sanitary 
and satisfactory method yet known 
for the flushing of water closets. 
Economical to install, non-corrosive 
and effect a great saving of water. 


They will fit any low closet tank and 
refill it quickly and quietly on either 
high or low pressure. Often used 
on replacements. 


Exhibited with great success at the 
last conventions of both The Amer- 
ican Institute of Architects and 
National Association of Master 
Plumbers. 


These CurtinjTank Fittings embody 
the results of over forty years’ ex- 
perience in the plumbing craft. 
They are nationally distributed. 








Your jobber or pottery 
should have them. 


A. F. CURTIN VALVE CO. | 


Medford, Mass. 
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“The Spencer Heater is in a class by itself for various 
reasons, among them the economy of operation by the 
use of a cheaper grade of fuel. This boiler the writer 
knows operates very satisfactorily indeed with Buck- 
wheat Coal. There are several installations of the 
Spencer Boiler right here in town, on which the writer 
had the engineering, and he is therefore speaking from 
practical experience. 


“Another good feature of the boiler is that it does not 
require the constant attention that the average boiler 


does. Attention once a day is sufficient to get very sat- 
isfactory results. 


“The writer has yet to hear of the first one here in 
town which has not proven satisfactory either to the 
owner or the contractor. We do not hesitate to recom- 
mend them or specify them in any of our engineering 
work, for the main reason that there is no comeback 
on the job.” 

An Allentown, Pa., heating engineer wrote this letter after 


recommending and installing Spencers for heating jobs of 
all sizes from residences to factories and apartment houses. 


You, too, can share in this profitable business 





SPENCER SPENCER Steel Tubular Heater SPENCER 
Single Grate Heater for large installations Double Grate Heater 









Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 





A size and type for every purpose Sold only through heating contractors 





— 
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pha onl Fe anh 


STANDARD HEATER COMPANY Gererat offices: WILLIAMSPORT, PA. 


New York City Boston Philadelphia Baltimore Buffalo Rochester Hartford Washington Detroit Schenectady Syracuse Harrisburg Scrantou 
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governed, and allows the piston to be moved even a 
fraction of an inch, and held at any point. The valve is senna 8G [)EHNSANIGAR Ee NIGART) 1926 enema 


eo made that only that amount of air required for actual 


supply pipe leads to the frame 


cylinder, and the air is 


bending is exhausted. The 
end of the 
side of the 
forward and the 
being overcome by 


transferred from one 


other, the being forced 


frame 


piston to the piston 


resistance of the air on the end 


the difference in area, which on the 


head end is larger because of not having space occupied 


both 
piston rod can be 


rod Air sides of 


and the 


by | piston is consequently on 
movement of the 
held measuring 


work In Fig. 16 the 


the piston, 
nlled to a nicety and 
acing templets on the 


table, and to it various shaped dies and 


contre stationary for 


or p} 
located above the 


ram is 


formers can be clamped to suit any requirement in bend 


ing In Fig. 17 the ram is underneath the table In 
both cases, the ram slides in a strongly constructed guide, 
with ample bearing surface As will be seen, the table 
is provided with numerous holes tor the convenient loca 


tion of dies or resistance pins 


The bending of brass pipe has some features different 


iron 


wrought 


from those encountered in the bending of 





tl Hi— 
IMMUN 

















Fig. 15 


and steel pipe. Brass pipe is generally required to be 


free from scratches and marks, and moreover, when heated 
brittle, in there 
of destroying it. 


it becomes very which condition 


danger 


is great | 


One method of bending brass pipe is to hold it in a | 


vise between two wooden blocks, and apply a torch at the 


point where the bend is to be made, the pipe having pre- 
viously been filled with sand, with the ends plugged. 
When the pipe has been sufficiently heated, it may be 


bent as required. 
Another 
in Fig. 18, 


method for bending is to be 
The pipe 
and the ends plugged. 


end 


brass pipe 
filled with 
Lay the pipe on the 
overhanging. Place a 


seen 


should first be sand, 


well rammed, 


end of the bench, with one 














Fig. 17 


Here’s Some Quick Profits 


8 swans a 


DEHN'S 


| Automatic - 


Water 3 


ol 



















Softener 


| 
| and Scale 
| 
| 








LENGTH OVER A 
NO 5-34"*14 - 
NO 6 “14 - 
NO 6-\ae14 + 
NO 6-12 «14 . 
—— NO.6-2' #14 bad 


Fig. 118 


No. 5—%-nech Compound In- 
jector. Patented in U.8., Canada 
and Foreign Countries 








Remover 


rye 


solves the hard water problem in a way that means ready sales 
and real money for you. Also eliminates trouble from lime and 
other encrusting minerals in heater coils, and water backs. Has 
proven its efficiency on every type of installation, Write for 
full details—NOW. 


Compound Injector and Specialty Co. 


419-421 D N. Laramie Ave. Chicago, Ill., U. S. A. 
Originators, Designers and Sole Manufacturers of 
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THE QUALITY GOODS 


Easy to Install S™ 
Nag 





= 1897 





















































Sure—if you use MOORE 
Radiator Hangers. A 5- 
inch adjustment vertically 
and 2!% inches horizontally 
gives you all the ‘play’ 
you need. 


Made of pressed steel 
throughout. 


Seven different models, suit- 
able for every type of ra- 
diation each one com- 
plete, ready for use. Write 
for full specifications. 


Your jobber has *‘Moore’’ 
Hangers or he can get them 


Shipments made same day order is 





received 
CARTY & MOORE ENG.CO., I Double Bottom 
611 West Larned Street Hung Wall 
Detroit Michigan 
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Douglas Flush Valve 
Positive Afterfill 
Regulating Screw 

Economical 


One-inch Inlet 


Users of this valve recommend 
it without restrictions. 


The John Douglas Co., Cincinnati, Ohio 











An Ounce | 
of 
Prevention 


Boiler trouble is expensive. We don’t give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs. 






Ask for Bulletin D 6. 


MSDONNELL & MILLER sy 


WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y. 








Ask for profitable details on the 24 gal. Unit 














THE CLEVELAND HEATER CO. - Cleveland 
the quality Water Heater Builders for 20 years 











MORE KITCHENS 








have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 














The Chicago Faucet Co. 


CHIC AGG vse cricere roveete 
FAUCETS es eal 
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gasoline furnace under the pipe, with the flame pi.ying 


on the point at which the bend is to be made. |! js a 
good plan to cover the work with a sheet of tin any 
other covering, in order to confine the heat. Bs very 
careful that the pipe does not become overheated As 


| the pipe heats, the weight of the overhanging tion 


will cause it to bend, and with a little care, sharp right 
angle bends can be very neatly made. If some other ingle 
is required, the heat should be withdrawn when the pipe 

















Fig. 18 


has bent to the required angle. Although brittle when 
heated, brass pipe bent in this manner is guarded against 
damage as the bending is done by the weight. of the pipe 
itself. Do not handle the bent pipe until it has become 
somewhat cooled. If the overhanging end is too short 
to bend of its own weight, a weigkt may be attached to 
assist in the bending. 

It would probably seem at first thought, that it would 
be impossible to bend cast iron pipe, but it is said that 
this can be accomplished by the following method, illus- 
trated in Fig. 19. The length of pipe to be bent should 


| be supported at the ends, and at the center where the 


bend is to be made, another support should be set, of such 
a height as to produce the proper curvature. A hot fire 


4 
i) 


Fig. 19 


| is then built around the pipe at the bending poin'! As 


the pipe becomes hot, it will begin gradually to bend, 


| falling by its own weight, until it rests on the center sup- 
) port. No more assistance should be given the pipe than 


it gets from its own weight, and it should cool before 
being moved, without the use of water, as that might 
crack the pipe. 

The bending of lead pipe is really a separate bject, 
and this we expect to take up in another article n con- 
nection with the subject of lead work. 





W. S. Patterson & Co., of Oshkosh, Wis., ha been 
awarded the heating contract on the new building to be 
erected in that city by the Wisconsin National | ife In- 
surance Co. The plumbing contract has been awarded to 


C. H. Margnardt, also of Oshkosh. 
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And You Will See Bigger Profits 
in the DAYTON Proposition 


Consider DAYTON Pumps from any 
angle you choose — reputation, design, 
construction, price, salability—and the 
result is always the same. The DAY- 
TON line is unquestionably the finest 
opportunity in the field. 


DAYTON Pumps are made by the pio- 
neer manufacturer of water systems, 
They are backed by years of experience 
in design and construction, as well as 
years of actual test in use. The line 
includes a model for practically any 
requirement, and the price is always 
such as to offer the very best value. 


THE DAYTON PUMP & MFG. CO. 
Dayton, Ohio, U. S. A. 


In addition, DAYTON Pump adver 
tising and DAYTON Pump sales assis- 
tance take over most of your task of 
actually making the sale. 


In the last analysis, you are interested 
in pumps only as a means of increasing 
your profits. Can you afford not to 
know all about a line which can claim 
as many advantages as the DAYTON 
line? Investigate the mat- 
ter; write us today for 
catalogue and details of 
our dealer proposition. 








Get the f acts about the DAY = 
TON Dealer P lan now before 


you forget. Just clip and 
mailthe attached coupon, or 
for contenience — pin it to 
your letterhead. 


8 


GALLONS 
PER HOUR 


Improved 


DAYTON 


‘CUB’ 


The DAYTON “‘Cub” 
is the greatest utility 
water system on the 
market. Dependable, 
economical, and effi 
cient, this little giant, 
with a capacity of 200 
gallons per hour, sells 
for only $85.00. 


A ready sale awaits 
the DAYTON “Cub.” 
Liberal profits await 
the dealer who sells it. 
Don’t let the oppor- 
tunity pass. 


The coupon will bring 
you the DAYTON 
selling proposition and 
catalog free. Write for 
it today. 
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STAT PAIX VALVES 


A new packless valve that has an 
extremely high lift—one turn of the 
handle opens or closes it—never needs 
re-packing—is pleasing in appearance. 
Volume production and efficient manu- 
facture enable us to offer this new 
Capitol product at a very 


ATTRACTIVE PRICE 












JOBBERS 
STA-PAK VALVES 


are new and different —a high 

quality valve at a price that is 

bringing real volume orders, 
rite or wire for details. 























CAPITOL BRASS WORKS 


2300 Franklin Street 


===DETROIT, MICh=S= 
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New Business “Ventures “CRSERnneRD” 


No. 
The Hot Springs Plumbing Co., Little Rock, Ark., has Power Pipe Thread- 
heen incorporated, with a capital of $25,000, by A. C 


ing Machine 


Callahan and Louis Loeffler 


or 
Production and Precision 
reading 


PORTABLE 


Capgeley / fe 7 N45 to 2° ee 
o 1%" 


FEATURING: 


The Franklin Plumbing Co., St. Louis, Mo., has been in 





corporated, with a capital of $10,000, by M. Eastman and 
other 
The Rutland Plumbing Co., New York City, has been 


organized by J. S. Chalat and associates, with a capital of 








$10,000 } y ost Be Gorm 

H. I.. Rose, Ine., Cambridge, Mass., has been incorpo 3. en el ag _ 
rated to conduct a plumbing business. The gprenensncnnig Se eee 
are Herbert L. Rose, 282 Franklin street, Cambridge, pugiratanecinegretita 
and Charles L. Rose. The company will sueceed to th CHICAGO | PIPETHREAD MACHINE CO. 
plumbing business of H. L. Rose at 282 Franklin street, Office and Factory: 1615 Racine St., RACINE, WIS., U. S. A. 


in that city. 

Harold J. McGill has opened a plumbing and heating 
husiness at 35 Riverside avenue, Westport, Conn, 

J. P. Ashley has opened a plumbing shop at Whitley 
avenue and Van Dorsten street, Corcoran, Calif 


Robert E. Wright, for many vears engaged in the heat- 





ing business in Ballston, Va., recently opened a heating HERD a comparatively email e- 
establishment at 934 K street, N. W., Washington, D, mount of water is required (not ex 
ceeding 150 gallons per hour) the Deming 

d Deep Well Pump, illustrated at the left, 

is an unusually efficient pumping unit 

e . e To insure quiet operation, the motor is 
USINESS hanges " ' direct connected to the working 

head by means of a worm gear 

drive. Forcompleteinformation 

about thisand many othertypes 
of Deming Pumps and Complete 
WaterSystems send forCatalogG. 
venient location at 9143 Foster road in that city Sesteaeed caus Bekoe Uite 


B. F. Miller, Portland, Ore., has moved his plumbing 
business from 5825 Ninety-second street to a more con 





W. T. Finnigan Co., Portland, Ore., has taken a lease 
for 4.000 sq ft. of space at 251 Jefferson street for its 
heating, engineering and contracting business. The firm 
was formerly located at Third and Oak streets, in the 


Worcester building. 





Northnagle & Turner, of Paulsboro, N. J., recently dis 


solved partnership, and Wallace R. Turner ha ypened a res 
_aridhenye Marine yp ganglia ee S A ODEL 
plumbing and heating shop of his own at 573 Greenwich 


avenue in that city. Thermostat 
With 8-Day Clock-:--7 Jewels 
has been conducted for the past thirty-six years at 63 


West Broadway, Salt Lake City, Utah, as Carthey & Dum Write for Catalog 


beck. Inc., has now been changed to the Carthey Plumb- 

ing Co., Ine. The same management will be in charge. INNEAPOLIS 
J. and R. Goldman, of Baltimore, Md., recently com ( 
A f 

Hear Recutaror Co. a 


name of Goldman Bros. Plumbing Co., with offices at 414 VA . . " 
o 2801 Fourth Ave., So., Minneapolis, Minn. IN 
Roberts avenue and 1201 West North avenue, that city. (0)? a» 7 —_— NON 


L. M. Ditto, Portland, Ore., has taken over the plumb- 
ing shop of J. M. Farlow, at 1570 East Thirteenth street. 


South, in that city 


The name of the plumbing and heating business which 





bined their interests and are now operating under the 








Hammond Valves 





Harry S. Siler, Gary, Ind., will soon move his plumbing 
and heat 








ing shop from 1060 Washington street to 1063- 
All Hammond Valves are made extra 


strong at the points of greatest strain 
body, union nut and tail piece. 


10971 Washington street in that city, where he will have 


tmodern showroom and shop 





Heat-Rite Heating Co. has changed its name to the 


Paine Heating & Plumbing Co., and has moved from Sweet- Use Hammond Valves 


Water r 


enn., to Jackson, Miss., where the firm is now ee to guarantee perma- 
ing business under its new name. The company has | : MULL nent satisfaction to 
Hit! yourself and to your 


customer. 


just been awarded the heating contract on the Allison's 
Wells Hotel, at Way, Miss 

Plans are being drawn by David S. Castle, architect, of HAMMOND 
BRASS WORKS 


Hammond, Indiana 


Mately S100, 000 alien 


Abilene, Tex.. for Frank Roberts, for the construction of 
four-story hotel at San Angelo, Tex., to cost approxi- 
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SQUARE 


lron & Malleablelron 










| FITTINGS 


We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CD. 
a CLEVELAND. 5. 
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A quick-opening and absolutely leak 
proof Packless Valve which is as posi- 
tive in action as it is handsome in 
appearance. It is one of three simple 
fittings which make the O-E Three-in« 
One Perfect Heating System a real 
investment. Write for details. 


O. E. Specialty Mfg. Co. 
packless). ick 


Opening. Never 10 Keefe Avenue 
sticks. Milwaukee - - Wisconsin 






Patented 


“O-E" Improved 
Perfect Packless 
Graduated Supply 
Valoe (Absolutely 














Non-Breakable Handle 


The Prier Radiator 
Valve 


HE handle of the Prier Valve is non- 

breakable, heat-resisting, molded com- 
position. Handle cannot turn on the 
stem, as the mounting plate 
is molded right into the com- 
position. Opens easily- 
closes the same way; no bind- 
ing. Genuine Jenkins disc 
used. A fine valve for one 










= 


= 


pipe steam or forced hot 
water systems. Ask for 
Folder D. 


WALTER H. PRIER CO., 230 E. Ohio St., Chicago 








Haas 


Flush sae pe for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or clase of 
after flushing. 


service 
Write for catalog. ©) 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 
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PORTLAND, ME., CONSIDERS NEW PLUMBI\G 


tt ke J ORDINANCE 
An ordinance was introduced in the Portland Me. 


| city council meeting March 1st by City Manager Brinker- 
hoff, which places plumbing and plumbing officials under 
the charge of the board of health of that city Dr 
Thomas Tetreau, health officer of Portland, would t!us be 


given charge. Dr. Tetreau has several times spoken at 
the Maine plumbing conventions. 

A new plumbing ordinance has been submitted to the 
city council It provides for a license fee for master 
plumbers of $5 and for journeymen of $1 per annum 


Journeyman plumbers who were registered on or before 





March Ist are not required to take the examination called 
for under the new ordinance before a license is issued. 
No examination is required for master plumbers 

S. P. Osborne, of Abilene, Tex., has been awarded the 


heating contract on the new 
city, on a bid of $10,300. 


Obituary 


Joseph Scholl 
of Philadelphia, 
l*28th, at his home 


dormitory building in that 


Joseph Scholl, died Sunday, 
in that city. He had been engaged in 
| the plumbing business at 2712 Girard avenue 

since 1875. 


February 


in that city 

He was a member of the Master Plumbers’ 
| Association of Philadelphia for many years. 

John H. Maguire 

John H. Maguire, for many years owner of an extensive 

plumbing business at Gardner, Mass., died February 19th 

at his home, that city, following a illness Mr 

was born in Milford, Mass., 58 years ago. He 


| short 
| came to Gardner in 1900 and established a plumbing busi- 


Maguire 


ness. He was well known to the industry throughout the 
western part of the state. He 
ter Plumbers’ Association and the Hillcrest Aeri¢ 
Order of Eagles. He is survived by his wife and ons 
E. S. Farrell 
E. S. Farrell, founder of the plumbing and heating busi- 
ness of E. S. Farrell Co. in Duluth, Minn., died at his 
|} home in that city on Thursday, February 25th, after a 
illness. Mr. Farrell was a pioneer resident of 
Duluth having made that city his home since 1883. He 
was for several years connected with the plumbing firm 
| of J. J. & R. 
| heating business 
| Frank H. Farrell, 


was a member of the Mas- 
of the 
sister 


year’s 


A. Costello until he opened a plumbing and 
on his account. Later his son, 
was admitted into partnership 
Richard T. Wyckoft 

Richard T. Wyckoff, president of the Wyckoff & Lloyd 
Co., 19 Worthington street, Springfield, Mass., died on 
February 19th at his home, in that city, following an ill- 
ness of four days with heart disease. Mr. Wyckoff was 
| born in 


own 





and was graduated 
| from Cornell University. He was a charter member of 
| the Cornell chapter of the Chi Psi fraternity. Mr. Wyck- 
off was first connected in business with the Prentiss Wire 
Co., Holyoke, Mass. He came to Springfield in 1898 and 
with William H. Selbey acquired the heating and plumb 
ing business of the Philips Manufacturing Co. in 1907 


Perry, N. Y., 59 years ago, 


he founded the Wyckoff & Lloyd Co., and wa named 
president, with Harry W. Lloyd as treasurer. Since then 
the company has been one of the foremost in ; field 
in that part of the country. Mr. Wyckoff was a m: inber of 
| the Scottish and York rites of Masons. He w also 4 


shriner, and a member of the Holland Society of NeW 
York and the Winthrop club of Springfield. 
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MEDINA.N-Y. 


The Heart of the Fruit Belt, and 
THE HOME Of The BIGNALL CO. 


all Ell 
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EDINA is the hub And it is at Medina that 

of one of therichest The Bignall Company 
fruit districts in the manufactures its famous 
entire country. Peach Cast Iron Specialties, 
orchards, apple orchards known to the trade for 70 
and vineyards extend in years as the finest mer- 
every direction as far as _— chandise of their kind. 
the eye can see. Your. jobber has them. 








If you have not yet received a copy of the latest 


Bignall Catalog, write for one TODAY. 


Ate BIGNALL CO.ofMEDINA,N.Y. 
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Now ready 


for retail 
distributors of 


Church Sats 


: sani~white 


The greatest sales aid ever 
prepared in the plumbing field 


Announcing the ‘‘Complete Reference Manual of Plans for Increasing 
Plumbers’ Sales and Profits on Church Sani-White Seats.’’ 


He is anew Manual prepared for the exclusive 
use of Church retail plumber distributors, to 
whom complimentary copies will shortly be sent. 
Be on watch for your copy and be sure to give it a 
careful reading. 


The purpose of this Reference Manual is to put 
into your hands, as definitely as possible, Sales Sug- 
gestions and Selling Helps which you can use in 
conjunction with our National 
Advertising Campaign to in- 
crease your sales and profits on 
Church Sani-white Toilet Seats 
in 1926. 


In one section of this Reference 
Manual a complete schedule of 
our tremendous advertising cam- 
paign for 1926 is given with par- 
ticular reference to its importance 
and value to you. 


In another chapter, entitled 
“Definite Sales Suggestions that 
you can carry out profitably in 
1926”’ you will find some sound 
sales suggestions with a dollars 
and cents value to you because 


Chu: ch Atlanta Indianapolis Montreal St. Louis 
. Bayonne Kansas City, New Orleans San Francis 
Boston Mo. New York Stamford, Ct 
Sahni ~ W 1 e Chicago Los Angeles Oklahoma City Tampa 
Denver Miami Philadelphia Vancouver, B. ‘ 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 





No. 142 


you can easily adopt them and use them yourself. 
There is no limit to the good you can get out of the 
use of this Reference Manual. 

Another chapter pictures and describes all the 
printed matter, the miniature seat and other sales 
aids with which we furnish our retail distributors. 
Also information on how to get them from us. 

The market for Church Seats 
for replacement is tremendous 
and still practically unscratched. 
The retail distributor who uses 
consistently and tirelessly every 
possible method to get this busi 
ness is the man who is going to 
make money in 1926. That’s 
where the great value of the 
Reference Manual lies—it places 
in your hands in convenient form, 
practically every possible method 
you can use to divert to your 
pocket a large percentage of the 
profit that is going to be made 
from the sale of Church Seats in 
your territory. § 
C. F. CHURCH MANUFACTURING COMPANY 
Dept. S3, Orange Street Holyoke, Mass. 


— SERVICE — 


Detroit Minneapolis Pittsburgh 
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MUCH ENTHUSIASM SHOWN AT PLUMBING serve in connection with plans under which he is to be 

INSTRUCTORS CONFERENCE the organizer of several schools in West Virginia Mr. 

Master plumbers are congratulating the journeymen Mahoney, commissioner of training for the New York 
on the keen interest they are showing in organizing ap- Building Congress, attended as a visitor and observer 

prentice schools as demonstrated at the second annual As to the conference itself, it was eminently a ‘‘better 


conference for the training of plumbing instructors held job" than that of last year, and was attended by exactly 
from February 22 to March 6 in Pittsburgh under the twice as many students. The twenty-four students this 


joint auspices of the Trade Extension Bureau, Carnegie year represented nine different states. It was interesting, 
Institute of Technology, and the University of Pittsburgh. also, to learn that nine of the twenty-four attending this 
The journeymen are awake to the needs for better facil- year are already teachers of plumbing and that practically 


ities of plumbing instruction. This was shown in the 
number registered and in their activities while at the 
conference. Twenty-four instructors enrolled. 

Interviews with some of the attendants brought out the 
fact that the public schools are anxious to increase and 
develop schools for plumbers wherever there is a demand. 
According to the men interviewed, public school author- 
ities throughout the country are willing to institute plumb- 
ing instruction in their systems if master plumber or 
journeyman plumber associations will ask for it. 

A striking indication of the country-wide interest being 
shown in developing facilities for plumbing instruction 





was the presence at the conference of such men as J. Dean C. B. E. L. Bowman Prof. G. D. 
Preston Perham, of Boston, Mass.; J. L. Davis, of Hunt- Connelley Whitney 
ington, W. Va., and Francis B. Mahoney, of New York. 

Mr. Perham is Apprenticeship Commissioner for Massa-_ all of the others expect to begin teaching next fall Inci 


chusetts and was sent to the conference by the Sanitary dentally, according to E. L. Bowman, educational director 
Club of his state to study ways and means for developing of the National Trade Extension Bureau, eleven of the 
a system of plumbing schools in Massachusetts. The club, twelve students of last year are now engaged as teachers 
which is composed of manufacturers, dealers, and master of plumbing 
plumbers, is interested primarily in promoting better san- The program of the course consisted of lectures and 
itation in that state. demonstrations by a faculty composed of representatives 
Mr. Davis was sent as a representative of the Master of Carnegie Tech., University of Pittsburgh, the Pitts 
Plumbers’ Association of West Virginia to study and ob- burgh public schools, and the National Trade Extension 







en eee ee 


worms 


2 8-186 At + r. 
Bathroo i —_ 
Trimmings ie 


REG LE A CT CL A 


add the finishing touch to 
every bathroom installation, 


increase your customer s satis- Each SNO-WITE Bathroom Fixture 
faction and your profits at the has a Genuine Porcelain Enamel Fin- 
same time. SNO-WITE ish which is guaranteed against 


chipping and discoloration for ten 


Bathroom Trimmings are 
years. 


ey od rg ome ee tone “ Write for catalog showing our com- 
e hnest hotels in the coun plete line of inset and surface type 
try. Why not use them on trimmings also medicine cabinets GUARANTEE 

your domestic installations? and mirrors. Brjesrs ors tS chips chases 
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American Enameled Products Company 
CHICAGO - - ILLINOIS 

















R2 DOMESTIC | 
4 O 
(BH ae 
\Q 7 oh 6c 
| 0 I 


Should 
Worry’ 


oo a, Teen 
a) ¢ , 

“Is the water hard or salty; is it boiling hot 
or cold; is it greasy, soapy, dirty—I should 
worry. Bead Chain, with its glistening balls 
of solid nickel silver, solves every problem of 
the waste and overflow. It will not kink, 
work loose, corrode or gather dirt. Fasten 
it to the stopper and give it the hardest kind 
of usage—‘I should worry!’’’—Bill Bead. 







| BEAD C 
“« 


FOR PLUMBING 





Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 


Heat for the 
modern dwelling 


as furnished by 


Yismmsls 


(REGISTERED) 


HEATERS 


is a constant topic of 
home owners. It is 
what they have always 
wanted — heat that is 
easily controlled—and 
plenty of it—obtained 
with utmost economy, 
and with a minimum 


of personal effort. 








YORK HEATERS will please your clients. 
Booklet Mailed on Request. 








ABENDROTH BROTHERS 


Makers of heating appliances since 1840 
PORT CHESTER - - - NEW YORK 


Ne - Ee 
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Bureau. Inspection trips were made to the Standard Sani. 
tary Manufacturing Company, the National Tu! Com- 
pany, and the Pittsburgh Apprentice School. In the line 
of social diversions, a dinner-meeting was held on the 
Carnegie campus February 25, with all of the att ndants 
and the faculty present. 

Courses given during the conference included ‘Organ. 
izing Schools for Apprentice Plumbers,” by E. L. Bowman. 
educational director, and A. W. Wolfgang, field represent. 
ative, National Trade Extension Bureau; ‘‘Making the 
Course of Study,” and “‘Teaching Plumbing Appreutices,” 
by Samuel E. Dibble, professor of plumbing, heating, and 
Professor Harold L. Lang, Carnegie Institute of Technol- 
Plumbing Instructors,” by Professor Robert B. Leighou. 
Carnegie Institute of Technology; “Bacteriology,” by 
Professor Harold L. Lang, Carnegie Institute of Technol- 
ogy; “Teaching Teamwork,”” by Wilson S. McDermott. 
Allegheny Vocational School; ‘‘Teaching and Learning,” 
by H. R. Spencer, University of Pittsburgh. 


Convention Dates 


March 15, 16 and 17, 1926.—The annual convention of the 
Kansas State Master Plumbers’ Association in Kansas City, 
Kansas. 


March 17 to 23, 1926.—The first annual National Heating 
and Ventilating Exposition, to be held in the New Madison 
Square Garden, New York City. 

March 22, 23 and 24, 1926.—The annual convention of the 
Missouri State Association of Master Plumbers, at St. Louis 

March 23 and 24, 1926.—The annual convention of New York 
State Association of Master Plumbers, at Binghamton, N. Y., 
with headquarters at the Arlington Hotel. 


March 24, 25 and 26, 1926.—Spring meeting of the National 
Association of Brass Manufacturers, at West Baden, Ind. 

March 27 to April 3, 1926.—Own Your Home Exposition, at 
Coliseum, Chicago. 

March 29, 1926.—The annual meeting of the Heating and 
Piping Contractors New York State Association, at Utica, 
ee es 

April 5 and 6, 1926.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 

April 6, 1926.—The annual convention of the Massachusetts 
State Association of Master Plumbers, Inc., in Boston, Mass. 


April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 


April 7 and 8, 1926.—The fifteenth annual meeting of the 
Ontario Society of Domestic Sanitary and Heating Engineers, 
in Hamilton, Ontario, with headquarters at the Royal Con- 
naught Hotel. 

April 8 and 9, 1926.—The fourth annual convention of the 
Louisiana and Mississippi Association of Plumbing and Heat- 
ing Dealers, at Bogalusa, La. 


April 12 and 13, 1926.—The annual convention of the Ala- 
bama State Association of Master Plumbers, at Montgomery. 

April 13 and 14, 1926.—The annual convention of the Mich- 
igan Association of Plumbing and Heating Dealers, at Kala- 
mazoo, Mich., with headquarters at the Hotel Burdick. 


April 15 and 16, 1926.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Hot Springs, Ark. 


with headquarters at the Como Hotel. 
April 19, 20 and 21, 1926.—The annual convention of the 


Associated Master Plumbers of Texas, at San Antonio, with 
headquarters at the Gunter Hotel. 
April 26 and 27, 1926.—The annual convention of the 
Georgia State Association of Master Plumbers, at ivannah. 
April 27 and 28, 1926.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers. 
April 29 and 30, 1926.—The annual convention the Vir- 
ginia State Master Plumbers’ Association in Lyn rg, Va 
Florida 


May 3 and 4, 1926.—The annual convention of 
Master Plumbers’ Association, at Miami, Fla 
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A One Card Draw Isn’t Always 
a Flush 





Lady Luck was surely installing Taco heaters. 
riding the poker players There is no gamble 
left shoulder. Time after about their performance. 
time he was dealt four Use a Taco on all your 
cards of a suit, drew one water heating installa- 
card, and filled his flush. tions and avoid the chance 
But finally luck deserted of drawing one job where 
him, and his one card imperfect water heater 
draw failed to bring him performance would 
winning hands. mean the loss of big 

profits and good custo- 
You do not have to de- mers. You can always 
pend upon luck if you are win with Tacos. 


TACO Sem)j-Indirect 





| THERMAL APPLIANCE CO., Inc. 


1 342 Madison Ave., N. Y. 








istemae ; | Do you sell oil burners? If so, write for infor 
SE tspaeanatee = mation concerning the Taco Semi-Indirect, es 
pecially recommended for use with oil burners 











TACO Indirect U niversal 
Water Heater TAC o. Hot 
io 2. pate ee 
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—_—" Hot Water 
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1, Horse Power Century Repulsion-start 
Induction Single-phase Motor 

















— a 
If the Load is Hard to Start 


Use Century Repulsion-start 
Induction Single-phase Motors 


Century Repulsion-start Induction Single-phase 
Motors start against heavy static loads, as in 
refrigerating systems, air compressors, pumps, 
mixers and other machines of this character. 


They develop the high starting torque necessary 
to start hcavy static loads. 


They start as repulsion motors, but, after at- 
taining approximately full speed, the brush ten- 
sion is removed automatically and the motor 
then runs as an induction motor. 


Starting current is low—not in excess of 260‘, 
of full load current. Fuses used for full-load 
operation are usually of sufficient capacity to 
effect a start. 


Any approved single-throw switch may be used 
for starting. 


Suitable for all types of automatic or remote 
control service. 

The Century Wool-yarn System of Lubrication 
applied to one horse power and smaller motors— 
assures attentionless service for at least one 
year’s continuous 24-hour operation. 


Temperature rise not more than 40 degrees Centigrade, and they will 
at least meet all the test specifications of the A E. and the 
Electric Power Club 


Century Repulsion-start Induction Single-phase Motors are built in 


all standard sizes from !, to 40 horse power 


Send for new Single-phase folders. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


For More Than 23 Years at St. Louis 


ENGINEERING March 13, 1926 

May 7 and 8, 1926.—The annual convention of the Associa. 

tion of Master Plumbers of the State of Washington, at 

Longview, Wash., with headquarters at the Hotel Monticeljo 

May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. ¢, 

May 14 and 15, 1926.—-The annual convention of the Oregon 














% to 40 H. P. ly to 40 H. P. 














MOTORS 










Master Plumbers’ Association, at Corvallis, 
May 17 and 18, 1926.—The annual convention of the Ten. 
nessee Master Piumbers’ Association, at Chattanooga, Tenn 


May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N, J 
The sessions will be held at the New Convention Hall, 

May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at Los 
Angeles, Calif. 

May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erie, Pa. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel, 


° 
— 


Te. 





June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con- 
vention of the Heating and Piping Contractors National 
Association, at Washington, D. C., with headquarters at the 
Willard Hotel. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

October 11-15, 1926.—The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 


MANY EXHIBITS TO BE ON DISPLAY 
JERSEY CONVENTION 
Plans for having a complete exhibit of plumbing and 





AT NEW 


| heating goods at the annual state convention of the New 


Jersey State Association of Master Plumbers are being 
made by the committee in charge. All of the sessions of 
the convention are to be held in the new Convention hall 
in Camden, N. J., the dates being May 17th, 18th and 19th, 
and the exhibit rooms will adjoin the hall in which the 
meetings will be held, making it convenient for the mas- 
the exhibits between sessions. Manufactur- 
ers and jobbers interested in securing space should get in 
with M. Scull, 1184 Kaighns avenue, 
Camden, or Lionel C. Simpson, 816 Division street, Cam- 


ters to view 


touch Clarence 


' den, the latter being in charge of the committee on ar- 


; ture, 


| rangements. 


the entertainment plans is a_ projected trip 
across the new bridge over the Delaware River from Cam- 
Philadelphia. While the bridge will not be offi- 
opened until after the convention is to held, 
committee members hope to secure a special permit allow- 


Among 
den to 
cially be 
ing them to take delegates and visitors across the struc- 
This trip is only one of several interesting features 
under consideration. Convention headquarters will be in 
the new Walt Whitman hotel in Camden. 





BROOKLYN ASSOCIATION WILL HOLD OPEN 
MEETING 


The Brooklyn branch of the Master Plumbers Associa 


tion of Greater New York will hold an open meeting a! 
their club rooms, 8 Nevins street, Thursday evening 
| March 18th. President Thomas Edgerton has invited all 


master plumbers of the borough, irrespective of their 


affiliation with the association, to attend and to learn of 


| the value of the association to the trade. 
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7 Transportation 
A Big Business Asset 


The Hughes Heating and Plumbing Co. of 

Minneapolis, Minn., have used Ford trucks for 

five years. One now in service averages approxi- 

mately 50 to 60 miles a day with a load of 1500 

pounds. It is used exclusively in hauling tools, | 
supplies, and men from one job to another. The @Qj™ewws” 

cost of the operation of this truck, including Sorc 
depreciation, repairs, gas and oil, is about $1.85 a 

day. A Ford runabout with a pick-up body is also Ton Truck 

used for miscellaneous deliveries. with Open Cab 


“Ease of operation in traffic, dependabilityandlow and Express Body 
cost of operation, are the reasons why we in- $ 

vested in Ford trucks,” says L. L. Hughes, A85 
manager of the company. “They enable us to 


give our customers prompt and efficient service f. 0. b. Detroit 
which they appreciate.”’ 


Plumbing and heating men will be inter 
_ ested in the low cost transportatior' facts 
obtainable from authorized Ford dealers. 


Ford [otor Detroit, * Company, 


CARS +: TRUCKS +: TRACTORS 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








INSTALLATION AND PROTECTION OF PLUMBERS’ 
BRASS GOODS 

The National Association of Brass Manufacturers is 
distributing a booklet on the subject of installation and 
protection of plumbers’ brass goods. On the first page 
is given the motto of the association, ending with the 
paragraph: ‘Successfully to accomplish any task it is 
necessary not only that you should give it the best there 
is in you, but that you should obtain for it the best there 
is in those under your guidance.”’ 

With this thought in mind, instructions are set forth 
in the booklet for the proper handling of brass goods so 
as to avoid the damage which sometimes results from in- 
correct methods of installation. Detailed instructions are 
given as to the proper kinds of wrenches to use upon 
nickel-plated brass goods, and the way of applying and 
attaching wrenches so as not to injure the surface of the 
piping. A series of illustrations aids in visualizing both 
right and wrong methods. 

The booklet also contains directions for the proper 
application of lead and joint compounds, suggestions for 
wrapping projecting fittings when plastering is being 
done, and information as to the proper method of clean- 
ing nickel-plated brass fittings. Attention is called to the 
fact that nickel-plated fittings require the same care in 
handling as silverware, while china parts of fittings are 
subject to the same damage as fine tableware. Plumbing 
contractors will doubtless find this pamphlet of much 
value to their men. 


EXPERIENCES SUCCESSFUL YEAR 

The yearly report for the Richmond Radiator Company, 
New York City, shows the most successful year in its 
history, with a net profit before reserve for federal taxes 
of $600,524.60. The company has no bonds, mortgages, 
notes or bank indebtedness, and its credit rating is high, 
the ratio of current assets to current liabilities being 
6.36 to 1. 


OPEN NEW BRASS PLANT IN PHILADELPHIA 

The Dermax Brass Manufacturing Co. is the name of a 
hew concern which has opened a brass plant recently at 
Hancock and Oxford streets, Philadelphia. The president 
of the company is Charles Lipschutz, and the general man- 
ager is W. W. Morgan, formerly connected with the Mor- 
gan Brass Manufacturing Co. 





HAYNES SELLING CO. HOLDS ANNUAL MEETING 

At the annual meeting of the board of directors of the 
Haynes Selling Co., Inc., 2013 Sansom street, Philadel- 
phia, Pa., Raymond E. Jones was elected president of the 
company to fill the office vacated by C. W. Stewart, who 
Tecently resigned to join the Vinco Co., of New York City. 
The other officers elected were: Vice-president, Merril! 
F. Blankin; secretary, Frederick J. Ade, and treasurer, 
Elkan Henly. 


CHICAGO POTTERY CO. OPENING SHOW ROOM 

A very elaborate show room, displaying Chicago Pottery 
Co.'s entire line in a most attractive manner, is being 
prepared by this company in the London Guarantee & 
Accident Co. Building, situated at the corner of Chicago's 
new Wacker drive and Michigan boulevard. Chicago Pot 
tery Co. is providing this display for the use of architects, 
jobbers and master plumbers, the location being ideal for 
the public and prospective clients to look over its products 
The company will maintain an office in the new show 
room, which will be in charge of R. M. Hastings. It is 
expected that the display will be open to the publie in 


April. 


SELLS LONG ISLAND CITY PROPERTY 

The American Radiator Co., of Buffalo, N. Y 
sold its property in Long Island City, N. Y., fronting on 
the north side of Newton Creek, just west of Laurel Hill 
boulevard. The Lotus Oil & Distributing Corporation was 


recently 


the purchaser 


M. STULSAFT CO. CELEBRATES OPENING OF NEW 
BRANCH 

Fifty-five members of the plumbing and heating indus 
tries were guests of Morris Stulsaft of the M. Stulsaft Co., 
on February 25th, at a dinner held at the Vendome hotel, 
San Jose, Calif., to celebrate the opening of the company’s 
new jobbing house in that city During the dinner enter 
tainment was furnished by several vaudeville stars 
Harold Friesley, general manager of the M. Stulsaft Co., 
was chairman of the evening, and Benjamin F. Blair, of 
the Standard Sanitary Manufacturing Co., of San Fran 
cisco, was toastmaster. Every master plumber of San 
Jose, Santa Clara and Los Gatos attended the party, and 
a number drove down from San Francisco and Oakland 
The affair was entirely informal and a wonderful spirit of 
cameraderie prevailed. 

Frank Austin, manager of the Oakland, Calif., branch 
of the M. Stulsaft Co., led the guests in ‘singing the Star 
Spangled Banner. Albert J. Wilson, of San Francisco, 
vice-president of the National Association of Master 
Plumbers, then announced that dinner would be served 
and he hoped every one would get a fair start. Short 
talks, complimenting Mr. Stulsaft on the opening of his 
fifth California branch house, were made by several of 
the more prominent men present, and leading association 
men took advantage of the opportunity to tell again the 
work being done in this state by the association and the 
California Sanitation Development League of San Fran 
cisco. Among those who made talks were A. J. Wilson 
Alexander Coleman, W. P. Goss, Harold Friesley and M. 
Stulsaft, of San Francisco; W. Picard, W. H. Graham and 
V. A. Edgeworth, of the Oakland, Berkeley and Alameda 
Association, and Chas. A. Merritt, William Serpa and 
A. G. DuBoutz of San Jose. 

Among those present were: L. J. Waldear and B. F 
Blair of the Standard Sanitary Manufacturing Co., San 
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Francisco branch; W. Picard, W. H. Graham, and V. A. divided into three parts. The educational sid« is in 
| Edgeworth of the Oakland, Berkeley and Alameda Asso- charge of Joseph Hirshstein, president of the « pany. 
ciation; A. J. Wilson and W. P. Goss, of the San Fran- M. B. Koblitz, manager of sales and advertising as in 
| cisco Association; L. H. Lawson, C. Berryman, F. W. charge of the merchandising side. Matters of ms inical 
Berryman and O. Lewis, of Los Gatos; Fred Bowen of interest were handled by E. M. McLundie, vice-pr sident 
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Party attending dinner given by M. Stulsaft at San Jose, Calif., in celebration of opening of 
new branch in that city 


Santa Clara; and Wm. Ellert, B. McCarley, Thos. Wil- and factory manager, P. M. Wilcox, general superin- 
liams, D. A. Rampe, Theo. Moss, J. W. Turner, R. G.  tendent, and Peter Spicka, foundry superintendent 

Shaw, C. W. Cook, B. Hicks, E. F. Wolters, Linton Grue, An interesting innovation was introduced when the 
D. Staud, C. A. Merritt, Wm. Serpa, H. Pasco, O. C. Mc- salesmen held a meeting at which not one executive was 
Donald, C. A. Parlier, Wm. Fitts, Chas. Fitts, Fred John- present. Each sales representative was given the floor to 


on, A. M. Lasoy, H. B. Miller, E. E. Farrar, J. H. Fisher, tell of his experiences of last year, and to explain his 
L. J. Van Dosen, J. C. Pasco, C. J. Larmon, A. Tulock, prospects for the coming year. H. B. Fridstein, advertis- 
John Griffin, A. G. DuBoutz, A. J. Peterson, J. D. Pea- ing counselor of the company, presided at the meeting. 
body, G. A. Stott, E. Tarplee and Wm. Cogley, all of San One night during the conference the company tendered 
Jose. The trade press was represented by J. R. Whalen of 4 dance to the salesmen and the Michigan City people. 
The Plumbers’ Trade Journal, and Fred A. White of Prizes were awarded for various types of novelty enter- 
tainment, and the fun continued until early morn 

In addition to those mentioned above, the following 
representatives attended the conference: R. C. Koblitz, 
treasurer; G. W. Busch, Leo Mayer, F. S. Gouldthrite, 

JOSAM MFG. CO. HOLDS SALES CONFERENCE J. W. Pendergast, Jr., M. M. Pendergast, C. M. Loucks, 

The Josam Mig. Co., Cleveland, Ohio, recently held its ' Louis Tucker, FE. J. Healy, E. H. Gardner, C. M. Hargrave, 
annual five-day sales and educational conference at Mich- H. A. Stamper, F. M. Wilcox, R. K. Rothrock, C. L. Ahler, 
igan City, Ind. The first two days were devoted to school- M. A. Sisk, H. H. Engeling, I. L. Roark, A. E. Witty, A. 
ing the new members of the organization in the company’s F. Loucks, Jr., Harry Schnabel, S. D. Cochran, Martin 
manufacturing processes. The rest of the program was’ Doerr, G. J. Reardon and E. F. Beecher. 


“Domestic Engineering.’’ Every one present was given a 
souvenir in the shape of a “spud” wrench. 








—— 





Party attending the dance in connection with the ninth annual sales conference of the Josam Manufacturing Co., held recently 
in Michigan City, Ind, 
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TWO NEW SUPPLY HOUSES 

A new jobbing house to be known as the Ferris Plumb- 
ing Supplies, Incorporated, has been organized with head- 
quar‘ers at 126 Westchester square, New York City. 
Georze Segal, formerly with Louis Greenberg Plumbing 
Supplies, Inc., 512 Cherry street, New York City, is presi- 
dent of the new concern. 

A new plumbing supply jobber has just started in busi- 
ness in Greenwich, Connecticut. The new firm which is 
known as Gillinsky & Neumann, Inc., is located at 37 
tailroad avenue, Greenwich. 





G. FRANK YOUNG, INC., OPENS BRANCH 
G. Frank Young, Inec., of 424 North Gay street, Balti- 


more, Md., recently opened a branch office and warehouse | 


at 2601 Pennsylvania avenue in that city, to take care of 
the trade in the northwest section of the city. 
COX-SCHAFER, INC., STARTS IN BUSINESS 

Cox-Sehafer, Inc., started in business on March Ist, 
with headquarters in the Walbridge building, Buffalo, 
N. Y., representing the C. L. Bryant Corporation in the 
State of New York, excepting the metropolitan area, and 
Skinner Bros. Manufacturing Co., Inc., in the same ter- 
ritory. Arthur W. Cox, president of the firm, has been 
connected with Crane Co., Hoffman Specialty Co. and Skin- 
ner Bros. Manufacturing Co., Inc., while Harry C. Schafer 
for the past 5 years has been manager of a large heating 
contracting firm in Buffalo. 


REPORTS SHOW SUCCESSFUL YEAR 
The Standard Sanitary Manufacturing Co., Pittsburgh, 
Pa., reports net earnings for the year ending December 
31, 1925, of $9,223,365 after interest and taxes, against 
$9,154,742 in 1924. Sales for the year totaled $79,291,- 
682, as compared with $72,225,501 in the previous year. 





CRANE CO. DECLARES DIVIDEND 


At a meeting of the board of directors of Crane Co., 
held February 18th, a quarterly dividend of 1% per cent 
on the preferred stock and 1% per cent on the common 
stock was declared, payable on March 15th to stockholders 
of record March 1. 

NOW IN NEW LOCATIONS 

The Wolff Range Boiler Manufacturing Co., Chicago, is 
now located in its new factory and offices at 4435 South 
Western boulevard in this city. 





The EverHot Heater Co. has moved its Memphis, Tenn., 
ofices from Union avenue near Manassas street to 15 
South Fourth street in that city. 

C. V. Driggs, Inc., New York City jobber, recently 
moved to new and larger quarters at 842 Third avenue, 
hear Fifty-second street. The company was formerly lo- 
cated at 160 East Sixty-fifth street in that city. 

The Toledo Pipe Threading Machine Co., Toledo, Ohio, 
has moved its New York City office to 72 Lafayette street 
in that city where it will have complete exhibition rooms. 
The new headquarters are more suitable for an Eastern 
office than those at the former address, 50 Church street. 
Clarence A. Popp, eastern manager of sales, is in charge 
of the office. 

The Pittsburg Water Heater Co., of Pittsburgh, Pa., 
moved its Baltimore, Md., branch into new quarters on 
March 1st. The new address of the branch office is 1109 
North Charles street in that city. 








| 


The Economy Supply Co., Yonkers, N. Y., recently | 


“BUILT - WELL” 
TOILET SEATS 


made from selected American Walnut. 
Patented V-Lock, double-dowel con- 
struction makes for durability and 


strength. 


today. 


to yourself. 








All styles and finishes are shown in the 
“Built-Well’” Catalog—-write for a copy 


“Built-Well’’ Toilet Seats are just what 
their name implies, and installing them 
means satisfaction to your customer and 


Built Well Mg. Co. 


1458 West Kinzie St. 
CHICAGO The Built-Well 
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V-Lock Joint 





Patented 


Sectional view of 
joint, turned up 
side down to 
show how dowels 
are inserted from 
Ps = | bottom. Mois- 
ture only makes 
them tighter. 














220 Gal. per Hour 





from service trouble. 
Murdock Jr. 


Model B - 
Model C - 
Model D - 





WATER SYSTEMS - 


Test One! 


Gurley Automatic Water Systems give such superior per- 
formance that they build bigger sales for good plumbers 
through strong “word-of-mouth” advertising. Try one 
Gurley System and you will see why they sell easier. 
Greater water lift, quiet in operation, remarkably free 


The Model B 


*1002° 


List, f.0.b. Indianapolis 


(Capacity 175 gallons per hour) 


(Capacity 220 gallons per hour) 


(Capacity 400 gallons per hour) 


(Capacity 600 gallons per hour) 
All models equipped with repulsion-induction motores 


All above prices are list, f. 0. b. Indianapolis 


GURLEY PUMP & MFG. COMPANY 
807-808 Merchants Bank Building INDIANAPOLIS | 


The Standard 
Home Unit 






- = = $ 85.00 
- = = $100.00 


- «= = $125.00 


- = = $150.00 
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» moved into new and larger quarters at 7-9 Wells avenue 
in that city, where it will have a floor space 35x120 ¢t 


RANGE AVE R5 The concern, which specializes in brass goods, \ is oo. 


merly located on New School street. Harry Are sky is 














president 














‘ Riveted 

Riveted-Welded WILL REPRESENT UNIVERSAL SANITARY MANU. 

Welded FACTURING CO. IN NEW YORK CITY 
Sure-Tite The Universal Sanitary Manufacturing Co., New (Castle 
(Copper-Brazed) Pa., has appointed George Smith, manufacturers’ ent of 
New York City, as its representative for the Greatvr New 
WM. B. SCAIFE & SONS co. York district Mr. Smith will call upon the jobbing 
trade in the Greater New York district, and William M 
Henderson, his associate, will visit the architects in the 

interest of the company. 











ENLARGING ITS SALES FORCE 
The Stringe s. Co., Chice , has ¢ > » the terri 
UNCONDITIONALLY GUARANTEED The Stringer Bros o., Chic AO has added tot rri 


tory covered for the firm by William D. and John Murphy 


manufacturers’ representatives, 48 East Forty-first street, 
»ARROW> New York City. In addition to the metropolitan district, 
TRADE MARK parts of Connecticut and New Jersey formerly traveled 
by the Murphys, they will cover the territory along the 





Atlantic seaboard from Atlantic City, N. J., south to, and 

including Washington, D. C. 

UNITED PLUMBERS SUPPLY CO. GIVES BONUS TO 
EMPLOYES 


A $29,000 melon was cut by the United Plumbers Sup- 


rmmAan 
AZ“ 


ply Co., Inec., New York City, and served as a material 


PNEUMATIC—STORAGE—SPECIAL dessert at a bonus dinner given by the jobbing firm to its 


Black or Galvanized employees at the Concourse Plaza hotel recently The 
The Novelty Steam Boiler Works Company bonuses ranged from $75 to $1,000. President E. A. 
Factory, 917-929 S. Howard St. Baltimore, Md. London, who personally distributed the envelopes, traced 




















| in a short talk, the progress made by the firm during its 
17 vears of existence, giving credit to the loyal workers 
for its suecess. He announced that a dinner similar to 
this would be held annually, and expressed the hope that 

| bonuses could be given each year to those men and women 
| who had been employed a year or more by the company 
sritt Cohn, advertising manager, acted as toastmaster 

| for the affair, calling first upon John Sinclair, the oldest 





Write for 
Catalog 


employee, who made a brief talk. He was followed by 


Armstrong Bros. Alex Scott, manager of the New Rochelle branch, who 
ADJUSTABLE | congratulated the gathering, then Perry S. Marksville, 


PIPE DIES and STOCKS secretary of the firm, was announced. Robert Kane, the 


. : yest e ree, was > las é alle , but Mr 
Improved Design—Cut Like Lathe Tools sea t vyndadain wae the last man called upon, bu 
Dies are Alloy Tool Steel. Chasers are backed off making Kane blushingly declined the honor. 
them easy cutting and long iasting. Following the dinner, Walter Schultz, acclaimed as the 


ARMSTRONG BROS. TOOL CO. official company pianist, led the assemblage in all the old 
323 N. Francisco Ave. Chicago, U. S. A. | favorite songs, and everyone laughed through a six-reel 
comedy motion picture. Then, after hearty cheers for 
President London, Vice-President W. S. Hunter, Secretary 
Marksville, Treasurer G. Weisbart, and the other officers, 
the party ended, prepared to meet again at the big ball to 
be held by the company at the Concourse Plaza March 
20th 




















ORGANIZE THE ALLIED HEATING AND VENTILATING 
EXHIBITORS’ ASSOCIATION 






ie SAA) OH 


A new association interested in the National Heating 
and Ventilating Exposition to be held in the New Madison 
Square Garden, New York City, in March, was formed at 
a meeting in the Hotel McAlpin in that city on February 
26. The following officers were elected: W. D. raven, 
of the Pyramid Iron Products Co., president; R. V. Howes 

| of the Consolidated Gas Co., vice-president; Wi!)iam J, 


{ Baldwin, Jr., of the New York Steam Co., second vice 


you bang radiators the E-Z way you've made 
some woman « friend for lifel And she'll tell all 


/ Trust the women to spread the news! Every time 
4 ber {riende how this vast improvement saves ber 


‘ back on cleaning day! 

LS The E-Z way makes less work for you. Ne 
ih . gosurene 4 vadas of anchor bolt + _ 
HEALY- RUFF CO. 

770 Hampden Ave., St. Paul, Minn. 
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president; Rensselaer H. Greene, third vice-president; J. 
Pp. Stovell, of Wolff & Munier, fourth vice-president; A. S. 
Armagnac, of Heating & Ventilating Magazine, chairman | 
of the publicity committee; E. P. Frenz of the National 
Exposition Company, secretary. 

After the election the association members had lunch 
at the Hotel McAlpin, the following being in attendance 
besides the officers: E. R. Engler, of New York Steam 
Co.; John A. Scollay, of the Pyramid Iron Products Co.; 
F. Kingsland, of the Pyramid Iron Products Co.; G. E 
Olsen, representing Homer Addams of the Fitzgibbons 
Boiler Co.; H. K. Hottenstein, of Sanitary and Heating 
Engineering; John Cullen, of Building and Maintenance; | 
A. A. Morse, of the Cooling Tower Co.; J. J. Rathgeb, of 
the Rathgeb Grate Co.; D. G. Noakes, of Hart & Cooley; 
William R. Pertak, of the Herman Nelson Corp.; F. G. 
James, of New York Commercial, and J. R. Borland, of the 
Wayne Tank & Pump Co. 

The membership of the Allied Heating & Ventilating | 
Exhibitors’ Association, which is the name of the new 
organization, includes the following firms: Abco Boiler 
Co., Aerofin Corporation, Andes Range & Furnace Co., 
Bridgeport Rolling Mills, Consolidated Gas Co., Cooling 
Tower Co., Fitzgibbons Boiler Co., Hart & Cooley, Mid- 
west Air Filters Co., Pyramid Iron Products Co., Peerless 
Unit Ventilator Co., Rathgeb Grate Co., Reed Engineering 
Co., Ridge Tool Co., Simplex Oil Burner Co., Spray Engi- 
neering Co., United States Ozone Co., The Unishear Co., 
Inc., A. H. Wolff Gas Radiator Co., Wolff & Munier, Inc., 
Wayne Tank & Pump Co. and Economy Grate & Equip- 


ment Co. 


DETROIT SALESMEN MAKE CONVENTION PLANS 

The Detroit Association of Plumbing & Heating Sales- 
men is busy these days shaping its plans for the second 
convention of the National Association of Plumbing & 
Heating Salesmen to be held in that city on May 27, 28 
and 29, with headquarters at the Book-Cadillae Hotel 
John H. Taylor, president of the New York City Asso- 
ciation and a member of the advisory board of the Na- 
tional Association, recently spent two days conferring with 
the Detroit committee. Mr. Taylor expressed much pleas- 
ure at the complete and thorough way in which the ar 
rangements are being made. The following committees 
have been appointed: Finance and publicity, William 
Boales, Hoffman Specialty Co.; entertainment, Frank 
O’Connell, American Radiator Co.; reception and registra- 
tion, D. M. Kenney, ‘Domestic Engineering’’; exhibits, 
Porter West, Chicago Faucet Co.; ladies’ committee, Mrs. 
E. Peterson; program, Howard J. Harvey, A. Harvey's 
Sons Mfg. Co. 

NEW JERSEY SALESMEN NOMINATE OFFICERS 

W. E. Carmichael, of Royal S. Smith, Elizabeth, N. J., 
Will be the next president of New. Jersey Chapter No. 1, 
National Association of Plumbing & Heating Salesmen 
Mr. Carmichael was named as the 1926-7 president of the 
association by a mwominating committee, headed by Frank 
Boyd, at the March meeting of the body, held at Achtel 
Stetter’s restaurant, Newark, N. J., on Friday evening, | 
March 5th, and the nominations were declared closed. | 
The new presiding officer, who has been a member of the 
association since its inception three years ago, will be 
formally elected at the April meeting and will take office 
in May His running mate is H. A. Underwood, of the 
Thatcher Co., Newark, unanimously selected for vice-pres- 
ident. Ray Condit, of the National Radiator Co., was re- 
Hamed treasurer, and H. F. Schmidt, specialty salesman, | 


Will be the next secretary. 


PIPE FITTINGS 





Trade Mark AND Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Flanged 
and 
Hub 
Ends 
0.S.&Y. 


Patterns 





aye 
> to i> 
inclusive 


Manufactured by 
ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
@ENERAL OFFICES 1801 DIVERSEY PARKWAY 

















A Return Line 
VACUUM PUMP 


without a Peer 






































Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 























Economy Pumping Machinery Co. 


87-122 N. Curtis St. Chicago 


District Agents Everywhere 
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Considerable time was spent in discussion of Employ- MURRAY W. SALES & CO. HCLD SALE: 
ers’ night, to be held May 7th, the members deciding to CONFERENCE 
make the occasion a “co-operative night,” with the sub- The sales organization of Murray W. Sales & “o., De. 
jects to be discussed those of interest to manufacturers, troit, Mich., recently held a week’s general conf: ‘ence jn 
jobbers, salesmen and master plumbers. E. R. Galbraith, that city. Meetings were held daily at which map ufactur- 
chairman of the entertainment committee, will be in erg addressed the conference. The meeting end«! with a 
charge of arrangements for the affair, selecting two mem- banquet in the dining room of the General Mot: build- 
| bers of the body as his assistants. Announcement was jng The following manufacturers attended the confer. 


made that a tentative promise had been made by Governor once: KE, Blywise, Republic Brass Co.; C. W. Farrar, Ey. 
Harry Moore, of New Jersey, to attend the meeting, unless ¢ejso Specialty Works; W. S. Cochrane, Detroit Srass @ 
something now unforeseen by him intervenes Malleable Works; Mr. Swan, Klipfel Mfg. Co.; B. Downey, 
Delegates were elected to the national convention of the Kohler Co.; Jack Moore, Trentoa Potteries Co.; A. Wil- 
National Association, to be held in Detroit, Mich., in May, liamson, American Radiator Co.; Mr. Vosper, Tol«do Pipe 
the representatives being W. E. Carmichael, Harry Ho- ‘Threading Machine Co.; C. Haynes, Hoffman Specialty Co 
mer, Ray Condit and A. J. Tesch. E. A. Hamilton was se- and Fletcher Collins, of A. M. Byers Co. 
lected as alternate. 





William F. Weber, national secretary of the association, STANDARD SANITARY STILL LEADS CHICAGO 
who was present, was asked by the members to represent JOBBERS’ BOWLING LEAGUE 


them at the convention of the Plumbing, Steam and Metal 
Salesmen’s Association of Maine, and to ask them to affil- 


fate with the national body. Mr. Weber also read a letter 


Following is the team standing in the Chicago Plumb- 
ing and Heating Jobbers’ Bowling League for the week 


ending March 2: 





from Henry W. Reis, vice-president of W. A. Russell & TEAM W L Pet. Tot. Pins Ay 
Co., commending an article written by Harry Homer, re- 1. Standard Sanitary Mfg. Co......59 19 .756 65.859 844 
tiring president of the New Jersey branch. A short talk 2. Iilinois Malleable Iron Co...... 56 22 .718 65,548 846 
was also made by John Taylor, president of the New York 3. Jas. B. Clow & Sons............ 55 23 .706 67,017 859 
cher tena 4. Well-McLain Co. ...............55 23 .705 65,063 834 
— 5. Wolff Mfg. Corporation.......... 44 34 .564 63,404 812 
Franklin A. McCarthy, of Johns-Manville, Inc., was 6. Lehnen & Webb...... eee 44 34 .564 62,709 803 
elected a member, and the application of William Krue- 7. American Radiator Co...........39 39 .500 63,776 817 
ger, Hart & Crouse Co., for transfer from the New York 8. Whitney & Ford............. +39 39 .600 61,161 784 
— ae esa 3 ne ’ 9. Davies Supply Co. ......2000. ..27 51 .346 59,907 768 
ocal to the New Jersey local was approved. 10. Western Plumbing Sup. Co...... 19 59 .240 58,224 146 
. SS Te ee 11. Hoelscher Bros. ...... ti wees 16 62 .195 57,980 743 
Norling Oil Burner Co., Hartford, Conn., has been re 15 63 .180 58,180 745 
incorporated with a capital of $5,000. The incorporators First, Hirth Game—Clow.. ....scscscocsecens 1,002 
are: Kelvin N. Sacks, 56 Brace road, West Hartford, Second, High Game—American....... cen 3 3s 
Conn., and others First, High Team Average, 3 games—Clow.. 922-2 
UGE ~ 
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Second, High Team Average, 3 games—-American 899 
First, High Ind. Game—Kurtz, Standard...... 257- 
Second, High Ind. Game—Peterman, Clow...... 255 
First, High Ind. Av. 3 Games—Johnson, Weil 215 
Second, High Ind. Av. 3 Games——Daehse, Davies 213-1 


Personal Mention 


Clarence M. Woolley, chairman of the board of directors 
of th Buffalo, N. Y., 


tion | 


American Radiator Co., is on a vaca- 
rip to Bermuda. 

A. V. Gemmill, secretary and advertising manager of 
the Speakman Co., Wilmington, Del., 
plant manager for the same 
from a three weeks’ trip through the South. Besides get- 
n considerable golf, they able to get desired in- 
ion about conditions in that part of the country 


and James Fraser, 
company, 


ting | were 
format 

Leon Thomas, president of the Reading 
Reading, Pa Mrs. 
turned from a month’s trip to California. 


Iron Company, 
. accompanied by Thomas, has just re- 

Henry Morris, president of 
Holbrook, Merrill & Stetson, 
San Francisco, Calif., has 
tendered his resignation to 
the board of directors of that 
to take effect imme- 
Mr. Morris has been 
the firm for 
starting in as a 


concern 
diately. 
connected 


many 


with 
years, 
boy, and has risen to his pres 


ent position by means of un- 


tiring effort. sesides being 
president of one of the 
largest jobbing houses on the 
Pacific Coast, Mr. Morris 
———— found time to take an active 


interest in all matters per- 
trade. Heisa 
past president of the California Sanitation Development 
league of San Francisco, 
chairman of the Pacific annual meetings 
at Del Monte, California. Mr. will take a 
and enjoy a much needed vacation for some time 
again entering business. 


William M. Byrd, 


Henry Morris 


taining to the 
and for several years has been 
Jobbers’ 
Morris 


Coast 
trip 
before 


Jr., general sales manager of the 
Alabama Pipe Co., with offices in Chicago, is making a 
southern trip, visiting foundries whose output is sold py 
the Alabama Pipe Co. 

A. Rothwell, New York City manager of the Amer- 
ican Pin Co., Waterbury, Conn., and Richard Wanger, of 
Woodward-Wanger Co., Philadelphia, have recently re- 
turned from a three weeks’ trip through various Southern 
resorts, where they improved their golf scores by frequent 
trips around the links. 

Leland E. Green, manufacturer’s agent of San Fran- 
cisco, Calif., represented the W. R. Hughes Co., at the 
National Tile & Mantel Dealers’ convention at Los An- 
geles, Calif., recently. While in Los Angeles he appointed 


Frederick English, formerly with the Pacific Pipe & Sup- | 


Dly Co., of that city, to represent the Leland EB. Green Co. 


in Los Angeles. 


recently returned | 








Charles Stewart, vice-president and general sales man- | 


ager of the Vinco Co., has been away from his New York 


City office because of illness, being confined to his home | 


in Philadelphia. 
Jacob Rod, of New York City, has recently moved his 
Supply business from 1858 Lexington avenue to 1205 


Southern boulevard, Bronx. 


} 
| 


=a 
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is now fitted with 


5 


BASIN FAUCETS 


PATENTED OCT. 20, 1928 


The new ‘‘Rainbow’’ 


Nowo 


NO WEAR ON BODY 






“t2- 
: D-477 ‘NEW MODEL” 
A decided improvement that makes them practically everlasting. 


The Basin faucets have bronze removable se ats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 


Removable seats will be appreciated by users and in the **NowoB"’ 
construction not only the seat but all wearing parts are renewable. 
Rainbow fixtures have always been in demand—the ‘‘ NOWOB’’ con- 


struction makes them better than ever. 
LIST PRICE $18.00 each Write your jobber for prices 
STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue CHICAGO, ILL, 
Manufacturers in Chicago since 1888 





Blake Closet Waste Fittings 


Complete with 2-inch Slip Collar 


All are Extra Heavy Weight 


We make these in 12, 18 and 
24 inch lengths, with one or two 
tappings—either 144 or 2 inch. 
Also made plain without tap- 
pings. Two inch hub branches, 
either single or double, can be 
furnished when soil pipe connec- 
tion is desired. 


Illustration Shows J 2118—15" 
Two 14%" Tappings 





Blake Insertable Joints 


A lead ring is included with each 
fitting. You will find this a very 
handy fitting when it is neces- 
sary to cut into a line of pipe 
to insert a Y or Tee. 

Made from 2 to 6 inch sizes 
Standard and Extra Heavy 
Your jobber will supply you. 
Complete line of our specialties 

shown in Catalog J. 


BLAKE SPECIALTY CoO. 
Rock Island, Il. 
CANADIAN SERVICE—ALL CRANE CO. BRANCHES 
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INSIDE 
DETAILS 


IN DESIGN 
Make 





Produce 


More 
Hot Water 


with less fuel and attention. It's a 
proven boiler that has won an en 
viable reputation by performance 


A WIEKS BOILER 


with little attention or fuel, either hard or soft, is unequalled for 
furnishing a constant supply of hot water for RESIDENCES, 
APARTMENT BUILDINGS, HOTELS, HOSPITALS, BARBER 
SHOPS, SCHOOLS, etc., and is the most economical heater for 
RESIDENCES, GREEN HOUSES, GARAGES, BROODER 
HOUSES and other smaller buildings. Capacities from 40 to 1,400 
gallons per hour and for heating from 200 to 1,200 square feet. 











S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 


3521 Shields Ave. Chicago, Illinois 


H. W. Sedgwick H. M. Sedgwick 
President Secy. & Treas. 
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H. E. Pihl, secretary of the Holyoke Heater ( Holy- 
oke, Mass., is making an extensive business trip through 
the southwest as far as El Paso, Tex., and Denver, Colo 

Edwin Ruud, founder and 
president of the Ruud Mfg. 
Co., of Pittsburgh, Pa., has 
received official notice of the 
conferring upon him of a 
citation and decoration by 
King Haakon VII, of Norway, 
ruler of his native country 
The decoration includes a 
document resembling a_ di- 
ploma and a gold badge to be 
worn on public occasions. 
King Haakon extended his 
former subject this high honor 
in recognition of his inventive 





and industrial accomplish- 
ments Mr. Ruud is the in- 
ventor of the water heater 
that bears his name He came to America in 1880 and 
settled in Pittsburgh in 1887 He was born in Oslo, 


Edwin Ruud 


Norway. 

J. E. Heeter, has recently been appointed manager of 
the Philadelphia office of the Diamond Power Specialty 
Corporation, Detroit, Mich Mr. Heeter succeeds M. J. 
Miller, who has been transferred to the Detroit territory 
Mr. Heeter has been associated with Mr. Miller in the 
Philadelphia district for many years. 

Frank H. McGarry, who has been associated with the 
Phillips-Getschow Co., Chicago, for the past 4 years, is 
now with the Heggie Simplex Boiler Co., Joliet, Ill. Mr 














When you need steam badly | 70 
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E. B. BADGER & SONS Co. | 


> PITTS ST BOSTON, MASS 





McGarry is connected with the sales organization and will 
call on the heating trade in Chicago. 

Russell B. Kneedler has been appointed Philadelphia 
sales representative for the Sanitary Co. of America, Lin- 
field, Pa His offices will be at 5628 Sydenham street, 
Philadelphia. 

Leon G. Gauvin has been appointed resident engineer 
for Buffalo and vicinity by Warren Webster & Company 
of Camden, N. J. Mr. Gauvin has had several years’ 
experience at the home office and factory of the company 

William Watt, formerly manager of the radiator plant 
of the Richmond Radiator Co. at Uniontown, Pa., joined 
the staff of the American Radiator Co., Buffalo, N. Y., on 
Monday, March 1. 

Philip Eisenberg, one of the buyers for the V. Eisen- 
berg Supply Co., Jersey City, N. J., and the son of Victor 
Eisenberg, the president of the company, is celebrating his 
honeymoon, having been married February 20 











— 





Three of the new officers of Western Trade Golf Association— 

From left to right: Captain R. Cooper, of the Pacific Boller 

Sales Co.; Treasurer H. W. Evans, and Secretary Chas. E- 
Price, of “Domestic Engineering,” all of Chicane 





1926 


oly- 
ugh 


olo 


ind 
310, 


of 
Ity 





March 13, 1926 DOMESTIC E 


Sherwood C, Bliss has joined the executive staff of the 
Richmond Radiator Co., New York City, in the capacity 
of assistant to the president, where he will have charge 
of manufacture Mr. Bliss is well known to the heating 
industry, having been connected in an engineering capac- 
ity in the production of boilers and radiators for the past 
17 years. He is a former army officer, having served as 
frst lieutenant in the Ordnance Reserve Corps during the 
World War, when he had charge of the engineering of 
f-inch naval guns at Bayonne, N. J Before engaging in 
industrial engineering recently, he was director of me- 
chanical engineering and design for one of the largest 
radiator companies. Mr. Bliss is a member of the Engi- 
neering Society of Buffalo and the Society of Industrial 
Engineers. 

Frank McGovern has severed his connection with the 
Richmond Sanitary Co., of San Francisco, Calif., and is 
now associated with Harry Haines in that city. 

Lee M. Gibbons has been appointed New York district 
representative for the Duriron Co., Inc., Dayton, O., an 
announcement by that company states. Mr. Gibbons, who 
will have his headquarters at Room 1054, Grand Central 
Terminal building, New York City, has heretofore been 
identified with the chemical industry. 

Charles Kessel, of Kessel & Muller, 150 Nassau street, 
New York City, has the sympathy of his friends in the 
trade on account of the death of his mother, who died 
Friday, February 19, at the family home, 55 Tiemann 
place, New York City. 

E. W. Riesbeck, Chicago, consulting engineer and 
writer for ‘‘Domestic Engineering,’ has the sympathy of 
the members of the heating trade on account of the death 
of his wife, which occurred late in February. 

W. J. Simons recently joined the sales force of the 
Murray W. Sales & Co., Detroit, Mich Mr. Simons has 
been connected with the architects and sales promotion 
department of the Detroit branch of the Standard Sanitary 
Mfg. Co. for some time. He will continue this work with 
Murray W. Sales & Co. 

John H. Taylor, of H. Romeyn Smith, Inec., New York 
City, recently spent two days at the plant of the Detroit 
Brass & Malleable Works, Detroit, Mich 


New Trade Literature 


United States Radiator Corporation’s Booklet on 
Guaranteed Radiation 

United States Radiator Corporation, of Detroit, Mich., 
has issued a booklet under the title, “Guaranteed Heat- 
ing,” giving in definite terms the cast iron radiating sur- 
face that can be properly heated by each of its boilers 
The booklet sets forth the standard requirements upon 
which the guarantee of size of boiler for a specified 
amount of direct cast iron radiation must be based. The 
amount of such radiation which each boiler is guaranteed 
‘o carry, as well as the boiler size number and catalog 
rating in square feet, are shown in a table. Three differ- 
ent types of boilers are listed. The United States Radiator 
Corporation announced this policy of guaranteed radiation 
early this year. 

Trane Small Centrifugal Pumps 

The Trane Company, of La Crosse, Wis., has issued a 
booklet on small centrifugal pumps. The bearings, shock 
absorber, packing, impeller, shaft, switch and other parts 
of these pumps are described in detail, and illustrated by 
@ series of pictures. Condensation, circulating and 
booster, and vacuum pumps are also illustrated 
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BOILER LIQUID 


For repairing leaks in steam and hot 
water systems and automobile radiators, 
cracked cylinders and water jackets, 
CHACO BOILER LIQUID is unsur- 
passed. 

Especially after installing new heating 
systems will CHACO BOILER LIQUID 
prove superior, repairing the small leaks 
that so often occur due to defects in pipes 
or castings. 

And as a re-sale item it is equally de 
sirable, bringing a sure, steady and 
profitable business. Send the coupon, get 
the details. 


THE CHAMBERLAIN CO. 


22 Terminal Way, S. S. 
PITTSBURGH, PA. 
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General Boilers Company’s Circular 

| The General Boilers Company, of Waukegan, | is dis- 
| tributing a circular describing and illustrating Pacific 
steel boilers for residences. 
Deming Water Supply Systems 

Catalog G on the subject 
of Deming water supply sys- 
tems has just been issued by 
The Deming Company, of 
Salem, Ohio. It gives in a 
clear, concise form a descrip- 
tion of water systems de- 
signed for every type of serv- 
ice. Nearly three hundred 
complete units are listed, and 
illustrations and cross sec- 
tion views accompany descrip- DEMING 
tions of many. The catalog WATER SUPPLY SYSTEMS 
is divided into two main sec- aa a 
tions, one treating of shal- 
low-well pumps and water systems for wells, cisterns and 
other places where the vertical suction lift does not exceed 
25 ft., and the other referring to deep-well pumps and 
water systems for use in wells where the water level is 
more than 25 ft. below the surface of the ground 




















A Full Sized Valve 
with Ball Body 


This full sized steam radiator valve, 
with a round body, is made after a 


design which permits liberal pipe 
thread on inlet end and allows a wide 
recess under the seat. 


The height of body enables the disc 
to rise higher than in the usual valve 
of this type. 

















March 10, 1906 

The Indiana State Association of Master Plumbers con- 
vened in the Palm Room of the Claypool Hote!, Indian- 
apolis, Ind., on Tuesday morning, March 6th. The secur- 
ing of better sanitary laws throughout the state and 
the apprenticeship question were subjects which received 
Equipped with the sturdy tail nut of | much attention. The opening session was called to order 
forged brass, as are all Common- with President A. E. Werkhoff in the chair. 
wealth Lavigne Radiator Valves, this 1906 
valve is easy to install and will give ‘| The Pittsburgh Valve & Fittings Company, of Pitts- 
dependable, trouble-free service under burgh, Pa., will build a large addition to its plant at 
all conditions. Barberton, Ohio, during the coming summer, and Will 
| also- increase the capital stock from $500,000 to $1,- 
000,000. 


Stem and packing nut are made from 
brass rod. 





Your Jobber Can Supply You 





° 1906 
Commonwealth Brass Corporation Branch offices of the United States Heater Company, of 
DETROIT | Detroit, Mich., have been opened at Omaha, Neb., and Kansas 
City, Mo. 
1906 





The Roberts Brass Manufacturing Company, of Detroit, 


Mich., has been incorporated with a capital of $200,000, 
vater and 


a | to manufacture a line of brass goods for steam, ¥ 
RTA eH gas. The company is erecting a factory building, and ex- 
i i i SAL } 











pects to commence manufacturing goods for the trade 
i AV Wuyi » | about June 1. 
1906———_—- 
> owl } The D. T. Williams Valve Company, of Cincinnati, has 
ia for Valves bought a large piece of vacant property in the down-town dis- 
( eee ' ; trict and will erect a manufacturing plant there. 
1906 
H. L. David, of Philadelphia, has secured the plumbing 
contracts on twenty-one new houses now unde! ynstruc- 
tion in that city. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








Many M. P. A. Elect Officers 


The Maryland State Master Plumbers’ Association re- 
eently held its annual meeting. The following officers 
were elected for the ensuing year: President, Francis 
C. Dorsey; first vice-president, F. Groscup; second vice- 
president, John W. Monesmith; treasurer, Frank E. 
Breyer; financial secretary, Chas. J. Frederick, and cor- 
responding secretary, Theodore Bunneke. 

At a recent meeting of the United Master Plumbers’ 
Association, Inc., Brooklyn, N. Y., officers for 1926 were 
elected and installed as follows: A. Lipsky, president; M. 
Applebaum, vice-president; Joseph Katz, treasurer; Sam- 
uel H. Morris, secretary; M. Topol, sergeant-at-arms; S. 
N. Rothman, associate secretary. Board of governors: M. 
Applebaum, chairman; A. Alport, S. Rosenthal, Harry 
Umansky, Joseph Katz and Benjamin Penzel. 

At the recent annual meeting of the Merchant Plumb- 
ers’ Association of Pasadena, Calif., the following officers 
were unanimously re-elected for the ensuing year: Presi- 
dent, E. O. Nay; vice-president, J. A. Hooker; secretary 
and treasurer, G. E. Richardson. E. B. Hillier was again 
elected chairman of the executive board, and C. W. Chap- 
man was named on the finance committee of the Kiwanis 
club. P 

The Master Plumbers’ Association of Buffalo, N. Y., re- 
cently held its annual meeting. The following officers were 
elected for the ensuing year: President, Carl L. Johndahl; 
vice-president, Henry J. Ritter; secretary, Frank Clucas; 
treasurer, William Dechert; directors, William Ludlow, 
William W. Ebbs and Frank W. Stimson. 

The Master Plumbers’ Association of Chester, Pa., re- 
cently held its annual meeting. The following officers 
were elected for the ensuing year: President, Horace M. 
White; first vice-president, Thomas G. Shaffer; second 
vice-president, Edward Ford; secretary, George J. Dig- 
gins; treasurer, Howard P. Kelley, and sergeant-at-arms, 
J. Stanley Stewart. 





SALT LAKE CITY SANITARY AND HEATING 
ENGINEERS ELECT OFFICERS 


Ralph D. Evans, well known Utah contractor, was re- 
elected president of the Salt Lake City Sanitary and Heat- 
ing Engineers’ Association at the annual election of that 
organization. Mr. Evans has already served one term as 
head of the association, in addition to having held the of- 
fices of vice-president and treasurer. He was presented 
with a gold pencil and pen, suitably engraved, as a token 
of the esteem and appreciation of the members for his 
efforts in behalf of the organization. Past-president Wil- 
liam A. Bywater made the presentation. President Evans 
thanked the members for the gift and their confidence 
in him. 

The other officers are: W. F. Carbis, of the K & K 
Engineering Co., vice-president; Henry H. Bockholt, sec- 
retary; P. P. Erskine, treasurer, and C. J. Dietz, sergeant- 
at-arms. Trustees for the following terms were selected: 





Will Rees, three years; Herbert B. Cromar, two years, and 
William A. Baddley, one year. The new board of gover- 
nors includes: Will Rees, three year term; S. J. Tobin, 
two years, and Edmond G. Harris, one year. Pomeroy 
Spencer and William A. Bywater are holdovers. 

New by-laws have been adopted by the association, as 
has a standard figuring sheet for both plumbing and heat- 
ing. Listed on the sheets are places for material, labor, 
overhead and profit. The material column is itemized so 
that no articles will be left out of the estimate. The 
sheets were prepared by F. L. Fiske, manager of the 
association. 





UTAH STATE ASSOCIATION IN QUARTERLY 
CONVENTION 

The Utah State Association 
of Sanitary and Heating Engi- 
neers was scheduled to hold 
its regular quarterly conven- 
tion at Salt Lake City, Utah, 
on March 11th. At this time 
the officers were to be chosen 
for the coming year, as well 
as delegates to the national 
convention. President Am- 
brose H. Higham was to pre- 
side at the convention. The 
present officers of the organi- 
zation, in addition to Presi- 
dent Higham, are: Alex 
ceil Mortensen, Provo, Utah, vice 
president; John W. Dudley, 
Salt Lake City, 
Peter P. Erskine, Salt Lake City, treasurer; J. B. Kedding- 
ton, Salt Lake City, sergeant-at-arms. The board of 
governors is composed of President Higham, Roy Spencer 
and Frank G. Carthey, Salt Lake City; Edward Woods, 
Ogden, and E. O. Moe, Provo. The association has made 
excellent progress since its organization three years ago, 
and is now well represented in all the larger towns. 





eS 


A. H. Higham 
secretary; 


CENTRAL SOUTH SANITARY CLUB OF CHICAGO 
ELECTS NEW OFFICERS 

Geo. J. Feldkamp was elected president of the Central 
South Sanitary Club of Chicago, to hold office for two 
years, at the meeting of this organization on March 2 
C. D. Harris, second vice-president of the Illinois Master 
Plumbers’ Association, has been president of this club for 
the last two years. Frank N. Shaw was elected vice- 
president for one year and Walter Compton was made 
secretary-treasurer for one year. Installation ceremonies 
will be held in conjunction with the club’s annual meet- 
ing, which is to take place April 6. 





E. L. Veale, of Abilene, Tex., has been awarded the 
plumbing and heating contract on the Coleman hotel at 
Coleman, Tex., on a bid of $18,400. 
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Women’s Auxiliaries 


Pasadena Women's Auxiliary Re-elects Officers 
At the recent annual meeting of the Women’s Auxiliary 
of the Merchant Plumbers’ Association of Pasadena, Calif., 


all the officers were unanimously re-elected as follows 

President, Mrs. W. H. Swihart; treasurer, Mrs. J. J. Mes 
kell, and secretary, Mrs. J. D. Ginrich 

Salt Lake City Ladies’ Auxiliary Holds First 

tegular Meeting 

The first regular meeting of the Ladies’ Auxiliary of 

the Salt Lake City, Utah, Association of Sanitary and 

Heating Engineers, was recently held at the Elks Club 


The meeting included the election of officers, luncheon, 
ind a session at cards 

The temporary officers who were selected a short time 
ago at a banquet given by the Salt Lake City Association 
of Sanitary and Heating Engineers at the Hotel Utah, 
were chosen as the permanent ones They are: Mrs. R 
D. Evans, president; Mrs. Otto Asbridge, vice-president, 
and Mrs. Sam J. Tobin, secretary-treasurer 

A constitution, by-laws and other essentials of the or 


I 
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of Union City, state auxiliary president, the prize { the 
cleverest costume among the ladies, while Alfred J. Hof- 
man, of Verona, walked off with the men’s prize Mrs 
John J. Corcoran of Jersey City, wife of the presid«nt of 
the State Master Plumbers’ Association, was adjudged 
the lady with the most artistic costume, and Walter Gal.- 
loway of Montclair won the similar event for men 

Two of the merrymakers stressed the ‘““Bath a Day”’ idea 
in their costumes One of these was Mrs. A. G. Steller 
president of the Auxiliary, who wore an appropriate cos- 
tume made of bath towels, with the legend ‘“‘A Bath a 
Day Keeps You Fit Every Way” inscribed thereon, and a 


Domestic Engineering “Bath a Day” balloon swinging from 
the shoulder. August C. Krieger, president of the Master 
Plumbers’ Association, was attired in a bathrobe, and with 
a towel slung over his arm, looked all set for his daily 
shower. 

The fleor was just right for dancing, and the crowd 
was large enough so that the dancing space was well filled 
The weaving of fantastically attired figures through the 
mazes of the dance expressed the carnival the 


spirit of 


occasion, 


Finally came the grand march and the judging 
of the costumes, then the march to the beautifully dee 





tirst Regular Meeting of the Ladies’ 
ganization now being prepared According 


held on the first 


are to present 


arrangements a monthly meeting will be 


Wednesday of each month 


North Hudson Women’s Auxiliary Gives Dinner and 
Mask Dance 


Mrs. Fred Miller, chairman of the entertainment com- 
mittee of the Women’s Auxiliary of the North Hudson, 
N. J., Master Plumbers’ Association, and her committee 


are wearing new laurels, the result of the successful stag- 
ing of the Auxiliaries’ first annual dinner and mask dance 
held at the Castle, Columbia Park, Union City, Saturday 
evening, February 27. 


Approximately two hundred guests made up of Auxiliary 


members, master plumbers from the North Hudson Asso 
ciation, and distinguished guests from nearby cities, to- 
gether with a few salesmen, gathered at the Castle for 


the festivities. Most of them were attired appropriately 


for a masked party. The costumes were many and varied, 
Such 
care had been taken by a large proportion of the guests, 
in fact, that the work of the judges in selecting the clev- 
erest costumes and the most artistic costumes was a hard 
one. They eventually awarded Mrs. Charles Zimmerman 


ranging from the ridiculous to the highly artistic. 


Auxiliary of the Sanitary 


& Heating Engineers’ Association, of Salt Lake City, Utah. 
orated tables for dinner, the party lasting until the small 
hours of the morning. 

Associated with Mrs. Miller in the direction of the affair 
were Mrs. A. C. Krieger, Mrs. Edward Muth, Mrs. Eugene 
Hoffmier, Mrs. C. E, Cole and Mrs. Edward Seitz 

TO CELEBRATE LADIES’ NIGHT MARCH 17 

The and Ladies’ Night the 
Master Association of South Bergen, N. J. 
will be held at the Elks Home, Ames avenue, Rutherford, 


second annual of 


Plumbers’ 


banquet 


N. J., March 17. This association takes in the towns ol! 
North Arlington, Lyndhurst, Rutherford, East Ruther- 
ford, Carlstadt and Woodridge, New Jersey. 

The committee in charge is headed by William J. Wil- 


son, and consists of C. Gland, A. Topp, M. Hahn, FF. Ma! 


geit, James Stevens, C. Koster and M. W. Hobin 





Kupferle Hicks, of St. Louis, Mo., has been iwarded 
the heating contract on the Baden Bank building in that 
city. 

F. D. Masters, of Sulphur Springs, Tex., been 
awarded the plumbing and heating contract on the Hop- 


kins county jail at Sulphur Springs, Tex 
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[LLINOIS STATE BOARD OF DIRECTORS MEETS IN | 


CHICAGO HEIGHTS 


The following members were present at the meeting of 
the Board of Directors of the Illinois Master Plumbers’ 
Association held at Chicago Heights, Ill., February 18; 
William F. Hildeman, of Chicago Heights, president; Fred 
A. Finder, of Champaign, first vice-president; Charles D. 
Harris, of Chicago, second vice-president; Seward Best, of 
Quincy, past president; D. E. Greig, of Springfield, treas- 
orer; W. H. Entwistle, of Chicago Heights, 
Clarence F. 
ter Plumber,”’ was also present. 
appointed at this meeting were as follows: 
John L. Robertson, Mason City. Sducational, 
Harris, Chicago. Organization, Fred A. Finder, 
paign. Publication, Clarence S. Ruddy, Aurora. Ap- 
prentice, A. P. Spires, Blue Island. Research, C. D. 
Brownell, Champaign. Plumbing Seward Best, 
Quincy. 

A special fund committee will be appointed soon to 
raise $10,000 for research work at the University of Illi- 
nois. The state association recently contracted with the 
aniversity for this research work for three years, at a 
cost of $6,000 a year. Arrangements were also made to 
hold a short course in plumbing at the university during 
the early part of June. 

Suggestions were made at the meeting that members 
try to get their wives to show more interest, that home 
study training for small towns should be developed, and 
that a convention of Examining Boards should be held 
from year to year. 

It was decided to hold the next state convention at 
Springfield, some time in the latter part of January. This 
was decided in order to be in the capital when the state 
legislature is in session in order to push the passing of 
the plumbing bill which has been hanging fire for some 
time. 


Legislative, 


Code, 





UNITED MASTER PLUMBERS DINE AND DANCE 

The United Master Plumbers’ Association, Inc., of Brook- 
lyn, N. Y., held its third annual banquet and dance in the 
grand ball room of the St. George hotel, Brooklyn, on 
Saturday evening, February 27th. 


This was undoubtedly the most successful and enjoyable | 
evening the members of this organization have had in the | 


three years of its existence. 

The courses of an excellent dinner were interspersed 
with community singing, dancing and entertainment ren- 
dered by a troupe of five Broadway entertainers. 

Among the three hundred members and guests pres- 
ent was a large representation of manufacturers, whole- 
salers, salesmen and manufacturers’ representatives. 

The success and enjoyment of the evening was due in 
a large measure to A. Lipsky, chairman of the entertain- 
ment committee, and his co-members, M. Applebaum, S. 
H. Morris, H. Umansky and J. Katz. 





PORTLAND ASSOCIATION APPOINTS COMMITTEES 


David S. Williams, newly elected president of the Mas- 
ter Plumbers’ Association of Portland, Ore., has appointed 
the following standing committees for the ensuing year of 
his administration, with the approval of the membership, 
ata recent meeting of the organization: Ethics—Stephen 





Pollitt, Bart D. Coffey, Samuel Murhard, Frederick 
DeTemple and W. T. Finnigan. Auditing—-L. A. Beard, 
©. ©. MeCoy and W. E. Parker. ‘harles J. 
Kelly, A. G. Rushlight and H. H. Colliver. Conference— 


F. DeTemple, Al G. 
Prenticeship—H. H. 


Rushlight and Eugene Ruedy. 
Colliver, Samuel 


secretary. | 
Ruddy, of Aurora, editor of the ‘Illinois Mas- | 
The committee chairmen | 


Charles D. | 
Cham- | 











Ap- 
Murhard, J. R. ' 
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The Lead Seal Tank 
Coupling | 


FOUR SIZES 


A positive boiler connection without the use of 
rubber, fibre or leather. The installation is 
simple and easy. 


This is just one of 40 unique brass fittings made 
for water heater connections that are described 
and pictured with installation examples in our 
24-page Bulletin-Catalog No. 3C. They differ 
from any staple fittings. If you have not sent 
for the Bulletin, do so right now. A postcard 
will do 


Your jobber can supply the fittings 


The Slack-Horner Brass Mfg. Co. 
1638 Blake Street 


















Denver, Colo. 



















Year-Round Profits 
from 3 big sales fields — 


The franchise for the Milwaukee Air Power Water 
System and Combustion Fuel Oil Burner will bring 
year-round balance to your business—big sales every 
month, 












The advanced Milwaukee Air Power is a recognized 
achievement. Provides complete water service-—water 
from well, spring, lake, cistern with one outfit. The 
double cylinder Air Power Pump, an exclusive feature, 
maintains high pressure on all fixtures. System i is simple, 
dependable, automatic. Capacities 100 to 5,000 gal. 
per hour. 15 years experience behind it. Over 25,000 
in use. 












The Combustion Fuel Oil Burner is a nozzle type burner. 
Adaptable to domestic and industrial uses. Burns 
genuine fuel oil yet is completely automatic. Big seller 
from coast to coast. Write for facts about the double 


franchise for these leaders. 


MILWAUKEE AIR POWER PUMP CO. 


6 KEEFE AVE. MILWAUKEE, WIS 
Also builders of the Combustion Fuel Oil Burner 











WATER SYSTEM 


DIRECT FROM THE WELI 


MARK 


The largest exclusive 
manufacturers of Air 
Power Pump Equipment 
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ESTABROOK 
Grease Trap 


with Extension Top. For inside use where 
great quantities of greasy water are con- 
tinually going through the drains. Efficient 


and easy to clean. 














Complete Catalog on Request. 


R. ESTABROOK’S SONS 
ee 


204 First Street 
South Beston, Mass 


STITT 
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Universal 
Bath Hose 


Connection 


Here’s a good over-the- 
counter all season seller. 


The tapered thread fits any bath 
cock. Made of die-cast white metal, 
nickel plated. 


LAVELLE RUBBER CO. 


320 W. Illinois St. CHICAGO 


Write 
for 
Prices 



































Tubular Brass Goods 
of Quality 


P80 LOL 20 SLO LO LO LO LO LOLOL e Lele LO LODO LO Le 


Adjustable cast waste and overflow specially 
built for concealed work. Plain brass with 
polished nickel overflow and waste strainer. 
Ireland and Matthews quality workmanship 
throughout. 


No. 124 1%¢-inch tubing, 22 and 17 ga. 
No. 113 1!4-inch tubing, 20 and 17 ga. 












From Your Jobber 


Ireland & Matthews Mfg. Co. 
Detroit 33 33 Michigan 


No. we 
c. 


TARA | 








Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 
Ask for latest bulletin, No. 28D 
—a valuable booklet describing 
Johnson Improved Rotary Burner 
Type 22 for Heating Plants 
Main Offies: 
S. T. JOHNSON CO. 
940-960 Arlington St., Oakland, C. 














Poy 


Listed as Standard by 
Underwriters Laboratories 


Lice Agents Wanted 
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Widmer and David Williams. Legislative—Georg> Ken. 
dall, Jay Fox and §. Pollitt. Dues—Bart D. Coffe, Tom 
Rowe and J. R. Widmer. Revision of code—F. Ds mple, 
H. H. Colliver, S. Pollitt and C. S. Whitcomb. En ertain- 
| ment—-Jay Fox, Eugene Ruedy, S. Pollitt, J. P. Wentz, 
R. D. Rennie and C. C. McCoy. 
NEWLY FORMED APPLETON ASSOCIATION ELECTS 
OFFICERS 
T. J. Long has been elected president of the newly 
formed Master Plumbers’ Association at Appleton, Wis. 
Other officers are: Reinhardt Wenzel, vice-preside:t, and 
George Wiese, secretary-treasurer. The new organization 
discussed plumbing apprentices and classes at the voea- 


tional school in that city at its first meeting. 


TO INSTALL CENTRAL HEATING PLANTS 

Two cities in Wisconsin have signified their intention 
of installing central heating plants this Spring and Sum- 
At Port Washington, a central plant and system 
will be constructed by the Central Steam Heat & Power 
Co., of Madison, at a cost of $150,000. The city council 
has not yet granted a franchise but the sentiment among 
the business men and other citizens is such that the 


franchise is expected to receive a unanimous vote from 
A franchise has been given to the Madison 


mer 


the council. 


firm to install a central heating plant at Plymouth, at a 
cost of about $155,000. This will supply the business 
district, and all the schools, churches and hospital 





PENNSYLVANIA MASTER PLUMBERS TO MEET IN 
ERIE 


Pennsylvania State Association of Master Plumb- 
ers will hold its 32nd annual convention in Erie, on 
Tuesday and Wednesday, May 25 and 26, 1926, according 
to the official call just issued by President Richard Turner, 
of Wilkes-Barre, Pa. 


The 


Pa., 





MUCH INTEREST SHOWN IN ACTIVITIES OF 
ANGELES B.T.U. CLUB 

Recent inquiries, which it is thought will pave 

for similar organizations, have been received by the 

Club, an association composed of manufacturers’ 


and firms located in Los Angeles and Los Angeles County, 
Calif., who sell heating and veutilating material to heat- 
ing and piping contractors. 


LOS 


the way 
B.T.U. 
agents 


Since its beginning five years ago, according to the 
chairman, George B. Larimer, the club has made very 


gratifying progress in raising the standards of the entire 
heating fraternity. The objects of the club are: To pro- 
mote harmony and clean salesmanship of standard mate- 
rials, to better the conditions of the contractor, and to 
promote the use of standard materials through the archi- 
tect and the engineer, at the same time assuring the con- 
sumer of the highest class of installation. 

The B.T.U. club meets socially at a monthly 
with business transactions handled by a council elected 
the main body. Headquarters are maintained at 
1826 South Hope street. The officers of the club are: 
George B. Larimer, of Larimer & Lauer, Inc., chairman, 
and Harold H. English, of the Buffalo Forge Co, secre 
tary. 


dinner, 


from 





Francis & Hartmaer, of Fort Smith, Ark., h«ve bee 
awarded the heating contract on the new Arkan: Tuber- 
culosis Sanitorium, at Boonville, Ark. Russell Johnson, 
of Fort Smith, secured the plumbing contract on this 


building. 
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SELF T HEADQUARTERS FOR CALIFORNIA STATE | 


CONVENTION 
At 1 recent meeting of the Merchant Plumbers’ Associa- 
tion «f Los Angeles, Calif., which will act as host to the | 


annu:! convention of the California State Association of | 
Master Plumbers, it was decided to make the Biltmore | 
hotel. in that city, headquarters for the affair. 
The gathering will be known as the John L. E. Firmin | 
Convention in honor of John L. E. Firmin, who has been | 
connected with the organization for over forty years, and 
who retired from the office of State secretary January Ist. 
State officers including Charles Swinnerton, president; 
Bruce Clark, secretary, and C. R. Hutton, treasurer, were 
present at the meeting, at which time chairmen of the | 


various committees were selected. 

All sessions will be held at the Biltmore auditorium, 
and elaborate entertainment is to be provided for 
the delegates and their ladies. Details of the program 
will be decided upon later, it was announced by John 


Hokom, general chairman of the convention. 

Committee chairmen were named as follows: Thomas 
Brown, automobiles; C. 
Sutton, the- 


Haverty, hotel committee: L. Z. 
R. Hutton, registration and card party; G. C. 
ater party, and E. R. Wright, ball committee. 





NEW ASSOCIATION FORMED IN CALIFORNIA 


Permanent officers were elected and executive board 
members chosen at a recent meeting of the Ventura Coun- 
ty Master Plumbers’ Association held at Glen Tavern, in 
Santa Paula, Calif. The Ventura organization is the latest 
local association to be formed under the direction of the 
California State Master Plumbers’ Association. It has a 
membership of 15. 

Preliminary steps were taken toward the formation of 
the association about a month ago, but the selection of 
permanent officers was deferred till a more thorough sur- 
vey of the membership could be- made. 

Officers elected for 1926 are: J. Morrison, of Ventura, 
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president: Joseph Noyes, of Ventura, secretary and treas- 
urer. Executive board members are: John Uffen, Santa 
Paula; Dudley Hosea, Santa Paula; B. C. Wigton, Ven- 
tura; Jack Morrison, Ventura; Ray Snively, Oxnard; Fred | 
Duckham, Oxnard, and Charles Dunn, of Fillmore. 





J. E. Withers, formerly field man for the National 
Trade Extension Bureau, has recently been appointed 
manager of the Gary, Ind., Society of Sanitary Engineers, 
with offices in Room 205-207 Savage building in that 
city. 

J. K. Johnson, Sheffield, Ala., will install the plumbing 
in the new city hal) in Tuscumbia, Ala. 
































Century 12 in. Portable Oscillating 
Fans Built for AC and DC Service 


Good Looking Fans 
That “Keep a-Running”’ 


Century Fans have a high sales appeal be- 
cause of their pleasing, attractive appearance 
and their ‘‘Keep a-Running”’ reputation. 


wound motor for DC fans. 


Fully enclosed motor 


oscillating fans. 


a RWNH = 


accurately machined and with 


6 Double - reduction _ steel 


stripped. 


7 Escapement device permits adjusting direction 
of breeze without lifting or moving the fan 
prevents the fan from stopping or tipping over 
should it oscillate into a stationary object. 


8 Pressed steel base 


Q Blades of heavy brass, dipped and lacquered 
exceptionally wide and deeply pitched. Quiet 


operation. 


Century Fans are made in the following sizes and types 
Oxillating Portable A. C. and D. C., 9, 12 and 16 inch, 


speed; 
Stationary Portable A. C., 9 inch, 1 speed switch in base; 
Ceiling Fans A. C. and D. C., 58 inch sweep, 3 speed; 


Ventilating Fans A. C. and D. C., 16 inch, 3 speed. 


CENTURY ELECTRIC COMPANY 
St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 


1806 Pine Street 








Induction type motor for AC fans and a series- 


excludes dust and dirt. 
Oscillating fan motor supported on ball bearings. 


3-point switch and speed regulating coil on 


Fan motor bearings are of cast phosphor bronze, 
machine-cut 
figure-8 oil grooves, which assure positive lub 
rication over the entire wearing surface. 


worms and 
gears generously proportioned — they cannot be 


light weight but durable. 


bronze 


























Exhibit of the Manhattan Master Plumbers’ Association at 
the Home Show held recently at the new Madison Square 
Garden in New York City 


Portable 





Coiling 
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ILLINOIS CHAPTER AWARDS PRIZES IN PLAN 
CONTEST 
Victor Walters, of the Illi 
nois Central Railway Co., jun 
lor 1924 member of the IIli- 
nois chapter, was awarded 
first prize at the March &th 
meeting for the preparation 
of plans for a two-story dwell- 
ing, hot water heating job 
This was the culmination of 
the prize contest conducted by 
W. A. Mertz of Kehm Bros 
Co., Chicago Winners of the 
second and third prizes were 
H. A. Birkholz, of L. H. Pren 
tice Co., Chicago, and L. J 
Pitcher, of the Illinois Engi 


neering Co., Chicago Sub- 
Eugene Matthis 


stantiz zes re aw: : 
antial prizes were : irded New member of Chapter 


by the Chicago branch of the 
American Radiator Co The plans were thrown on the 
screen by a stereopticon operated by C. E. Beery, of the 
Chicago branch of the Kewanee Boiler Co From the 
stereopticon projections, various points about the plans 
were explained by the contestants followed by discussions 
by the members 

Guests of the evening were Prof. A. P. Kratz, research 
professor of mechanical engineering, University of Illinois, 
and Robert H. Sexton, director and manager of the “Own 
Your Home” Show to be held in Chicago March 27 to 
April 3 Prof. Kratz commented upon the plans that 
were awarded prizes and gave a talk accompanied by black- 
board diagrams showing how to determine velocity of 





One of the greatest features of 
boiler design ever developed 





Rapid circulation of water developed and main- 
tained by this exclusive Stanwood idea. Scale 
has little time to form. Swift current keeps all 
channels clean. Such rapid circulation develops 
maximum steam. 


STANWOOD 


Smokeless BOILERS 


Working pressures 15 to 200 Ibs 
Sizes 29 to 210 H. P. 


Write for pamphlet describing 16 other money saving 
features incorporated in this wonder boiler — each as 
definite and demonstrable as this. 


Address Dept. C3. 
THE STANWOOD CORPORATION 


Established 1891 CINCINNATI, OHIO 
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draft and how to maintain the desired velocity, taking into 
consideration the intake through the fire door and the 
ashpit door, the friction, air leakage in breechin; smoke 
pipes and chimneys, accumulations of soot that r rd the 
flow of the gases, right angle bends, etc. 

Mr. Sexton spoke of the relation of the heating cop. 
tractor and engineer to the other crafts and pr: fessions 
that have to do with the building of homes. H+ placed 
much emphasis on the statement that haphazard building 
and slipshod methods of construction should stop and 
that there is a wide open opportunity for instructing the 
public as to the kind of service and the value of the gery. 
ice rendered by the heating engineer. This thought was 
concurred in by A. B. Martin, president of the chapter 
and other members, and plans are being made for broad 
casting by radio, during Chicago’s “Own Your Home 
Show, messages from the heating fraternity on the sub 
jects of health and comfort from the proper application 
of the principles of heating. 

New members taken into the chapter were Walter 
C. Ellis, consulting engineer, Chicago, Ernest E. Ellis, heat 
ing contractor, Winnetka, Ill., and Lester Seelig. Drying 
Systems, Inc., Chicago 

The city of Bridgeport, Conn., is contemplating the 
construction of a swimming pool on a site to be donated 
by the Bridgeport Hydraulic Co. An appropriation of 
$50,000 has been recommended for the project 

The branch Y. M. C. A., about to be erected on the 
southeast corner of Twenty-eighth street and Paloma 
avenue, Los Angeles, Calif., is to have a swimming pool 
of concrete and tile, and equipped with a filtration system 

A site is being cleared in Orangeburg, S. C., for a 
municipal swimming pool. 

















BETTER! 


Better because they're clean—threads sharp and 
uniform-—-easy to make up. 


Better because they're accurate —we make them 
right. 

Better because they're uniform—made alike 
accurate, clean, sturdy. 


All sizes, ¥% to 12 inches. Black or galvanized 
On that next job—Smith Bros. nipples. 


SMITH BROTHERS NIPPLE WORKS 


Hamburg, Pennsylvania 


SMITH BROS. 


NIPPLES 


Order a 

H. J. Kleinman, 
| Dist. Sales Mgr., carton 
810 Morris Bidg., and be 


Philadelphia, Pa 
convinced 
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This &° That, Here &" There | 


The board of industrial education at Oshkosh, Wis., has 
warded the plumbing contract on the new Vocational 
school and Recreational building in that city to the J. E. 
Robertson Hardware Co., of Wauwatosa, Wis., on a bid 
of $13,500. Bids on the heating equipment for the build- 
ing were rejected and the board is advertising for new 
bids. 

John Jung, of Milwaukee, 
plumbing and heating contract on the office building to 
be erected at Twenty-seventh street and the Viaduct in 
that city. The building will be 100x400 ft. and three 
stories high. It is being built by the Red Star Yeast & 
Products Co. 

Alex. D. Anderson, 18 Madison avenue, Central Falls, 
R. I., has been awarded the plumbing contract on a new 
building on Main street in Pawtucket, R. I. 


Wis., has been awarded the 


A new $3,000,000 wholesale food market, that will have 
a restaurant, barber shop, brokerage offices, administra- 
tion offices and a cold storage plant, is to be built in 


Providence, R. I. In addition there will be built a 100-car 


garage and a service station for trucks. 











Salem, Ore., is to 
——s| have a new four- 
SUPPLY ¢! story department 





a TRIMBLE + LUTZ store to be known as 


DISTRIBUTORS ‘ a 
ae Emporium. 


Closets “The 
‘WADDOCKS S Waler It will be 





owned 

‘MOHLER’ Enamelware. by A. Krause and 
WHEELING Louis L. Lunsford, 

who will manage 


the store. Work on 
the building will 





start within thirty 
days. 
The California 
Filter Co., Seattle, 
Wash., has been 
awarded the _ con- 
tract for a new 
The exhibit of Trimble & Lutz Sup- filter plant for the 
ply Co., of Wheeling, W. Va., at the ee ; 
annual convention of the West Vir- Coos Bay Water 
ginia Master Plumbers’ Association, Co., at Marshfield, 
held recently in that city Ore. The plant 


will be large enough 
to treat the water used in Marshfield, North Bend, Engle- 
wood, Bunker Hill and adjacent points. It is designed to 
remove the high color from vegetation and to harden the 
water sufficiently to prevent further rusting of the inside 
of the water pipes which has caused much trouble in the 
past. 


The city of Nelson, British Columbia, Canada, plans to 
extend the intake pipe of its water system five miles fur- 
ther to a lake in the mountains beyond the city. 

Bids have been received by the Montreal, Que., city 
council on the erection of a public bath on Amherst street 
in that city, to be completed next summer. 


Charles Wisman, of Moberly, Mo., has been awarded 
the plumbing and heating contracts on the new Moberly 
theater in that city. 

Derheimer Bros., 1024 Barr street, Fort Wayne, Ind., 
have recently been awarded the following contracts: 
Vacuum heating and ventilating system on the million 
dollar Catholic community center building in that city; 
plumbing on three residences to be erected for Chas. 
Koehler, and plumbing on two residences to be erected for 
E. Roth, also of that city. 
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The Overton 
Roof Flashing 


makes a joint both air and water- 


tight, on any roof from flat to 
half pitch. 


Adjusts itself readily without turning 


Ym PITCH or twisting. Adaptable both to stand. 


ard and extra heavy soil pipe. Ap- 
ee by plumbing inspectors every- 
where, 


Manufactured by 


BUTLER MANUFACTURING COMPANY 





Minneapolis, Minn. 


Absolutely Guaranteed 


D.D.WESSELS & SONS CO. 
OE TROIT. MICHIGAN 


CLEY ELANO. orig 


Bano FacTomEs 
KANSAS CITY. KAN. 


WALK ERVILLE. ONT 














Q S Double Seated Back Water 


FLOOR 
DRAIN 


se 1102, 1115 and 1120. 
In 2%, 3” and 4” sizes. 
Open pattern type. 
Enlarged throat gives 
double area water wa 
around ball. Full 4” seal. 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower 


seat prevents siphoning. Spun copper ball. 





Illustration shows sand 


arrester and ball seats which prevent back water overflow and the 


escape of gas. 


It’s the best ever. 


Order from your jobber. 


Q S Sanitary Mfg. Co., Waterloo, Iowa 








Strongest 
Made 


The Hanna “Ball Joint”’ 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any direction. 


A big time and labor 
saver. 


Write for 
‘‘Our Silent Salesman’’ 


The Penn Engineering Co. 


312 Cherry St. 


Philadelphia, Pa. 
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| The Dean Plumbing Co., 327 Dean street, Provid: 
| R. L., has been awarded the plumbing contract on the 


new building at 45 Bucklin street in that city. 
Joseph Kushner, of 29 Hayden street, Providence, FR. I,, 
| has been awarded the plumbing contract on a new house 
at 15 Algonquin street, that city. 


If you’re looking for 
DURABILITY ---- 


you can’t do better than the Martin 
Portable Vise Stand and Pipe Bender. 
We know of many that have been in 
daily use since 1915. 










| James H. O’Loughlin, of 86 Cranston street, Proyi- 
dence, R. I., has been awarded the plumbing contract on 
a new building at 342 River avenue in that city. 
Let us send you one on ten days’ 
trial. If you’re not satisfied, send 
it back. Write us today. 
H. P. MARTIN & SONS 
626 E. 2nd St. 
Owensboro 33 Kentucky 


Providence, R. I., is planning an extensive school pro- 
gram, which calls for an approximate expenditure of 
$5,000,000. The superintendent of schools, Isaac O. Win- 
slow, has presented the tentative plans to the school com- 
mittee and a bond issue will be sought. Foremost in the 
list are three junior high schools calling for an outlay of 
$1,250,000. Plans are at present being drawn for a 
23-room school on Veazie street, to cost approximately 
$500,000. 


K NO’ / "| ““ At] s” Toilet | The School Board of Houston, Tex., H. L. Mills, busi- 
a Seats ness manager, is planning new schools and improvements 


for which $4,000,000 is available. 








The Tobasco Independent School District of Sam 
Made in all styles and finishes Fordyce, Tex., has voted $360,000 for the construction 
from the finest oak or birch. of new schools 
Fitted with stout 16 oz. | The Board of Education, of San Antonio, Tex., Paul 
hinges. | Scholz, business manager, plans a bond election for con- 
yep Sil struction of another high school to cost $300,000. Phelps 
| & DeWees are drawing the plans. 





, . , 
Your jobber can supply 


vom. Lee Rogerson, 907 Truxilo street, Houston, Tex., has 


been awarded the plumbing and heating contract on the 
$60,000 residence for W. Cochran in that city. 

Fox Plumbing & Heating Co., Portland, Ore., has been 
awarded the plumbing and heating contracts on the $175,- 
000 apartment building to be erected at once for L. H. 
Hoffman at Twenty-second and Irving streets, in that city. 


A $40,000 fire-proof building will be erected in Ray- 
TARBUCK PECIAL mond, Wash., for William Tunkela, of Aberdeen. It will 
be two stories, the first floor to house steam baths and 
- | the second floor modern living apartments. 

° Caulking D. G. Glass, engineer of The Dalles, Ore., has been 
Tools (% inch or % inch) | appointed to prepare plans for the new water system for 

that city, which will cost $125,000. 
The Nance Webb Plumbing & Heating Company, of 








KNOTT MFG. CO., Tell City, Ind. 











This set of Caulking Tools includes Yarning, | 
Regular, Regular, Finishing and Throat Irons an 


Cold Chisel. $2.00 ‘Abilene, Texas, has been awarded the plumbing and heat- 
Send for 1925-1926 Catalogs of ing contracts on the new Masonic temple in that city. 


Plumbing Tools and Publications 
The Board of Education, of Kerrville, Texas, has 


R. M. STARBUCK & SONS, Inc. awarded W. B. Brown of that city the $12,014 plumbing 


42 Allyn Street Hartford, Conn. and heating contracts on the new high school building. 


W. H. McKnight, has been awarded the plumbing con- 
tract on the new store building for McInnes & Son at 


























Brownwood, Tex. 


Eureka Smoke Test Machine The Community Hotel Corporation, of New York City, 













ae = has commissioned G. B. Post & Co., 101 Park avenue in 
and vent systems. that city, to prepare plans for the proposed hotel building 


Height - - 15° 
Diameter - - 9 


Will Gill entire system — m , : ” ald ait 0 ; the 
emoke without forcing seals to be built on Meadow ‘Street, New Haven, Conn ' 
of traps. Leaks immedi- new structure will contain 300 rooms with baths and will 


Weight - 15 Lbs. ately located. cost $1,000,000. 
Simple and safe in opera- 
ton. , Ao sooty ane | A. S. Johnson, president of the Y. M. C. A., Boston, 
as indi in every Mass., recently announced that the association is consider 


mber's outfit. : . sai — 
plu ing plans for the construction of a new building, to cost 


Inspectors and $500,000. 
Sanitary Engineers ; : . . 
SS Yale University has plans for the erection of a new 
aaa library building to be knowa as the Sterling Memorial 


BAILEY FARRELL MFG. COMPANY Library. The structure, which will be one of the finest 


PITTSBURGH, PA. of its kind, will be built on Wall, Hi o treets, 
i , 2 all, gh and Elm 

t ° t . Va, ; 
Huntington, W. Va Chastesten, W. Va New Haven, Conn., and will cost about $8,000,000 
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. series of shower baths will be one of the features in 
the new Eagles’ clubhouse which is to be built by that 
organization at Sheboygan, Wis. The building will be 
three stories, 120x140 ft. 


Libby & Blinn, 135 Sheldon street, Hartford, Conn., has 
been awarded the heating contract on the proposed church 
on Farmington avenue, West Hartford, for the church of 
St. Thomas, the Apostle. The plumbing contract has been 
awarded to C. J. Heibel, 78 Bushnel street, Hartford. 


The county commissioners of Multnomah county, Ore., 
have approved the contract whereby the Northwestern 
Electric Co. will make installation to furnish steam heat 
to the court house in Portland. At first the contract was 
held up because it was feared that low pressure steam | 
would not do for necessary cooking purposes in the county 
jail. The heating company, however, agreed to substitute 
copper kettles for the cast iron ones used which, it is said, | 
will obviate the difficulty. 


Kirkwood & Wharton, of San Antonio, Tex., have been | 
awarded the general contract to erect a plant at Port | 


At the annual convention of the Ohio State Association of 
Master Plumbers, held recently at Dayton, Ohio.—Top picture, 
left to right: E. H. Gardner, M. Rooner, of Cleveland; John 
T. Cripps and W. A. Harlow, of Cincinnati.—Second picture: 
J. A. Smith, assistant sales manager of the pump division of 
the Delco-Light Co., Dayton, and H. I. Andrews.—Third pic- 
ture: TT, G. Scott, and E, E. Preston, sales manager, Ridge 
Tool Co., Elyria, Ohio——Bottom picture: George R. William- 
son, of the Mouat Vapor Heating Co., Cleveland, and “Sy” 
Martin, of H. P. Martin & Sons, Owensboro, Ky. \ 
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the Drain Plus 


Josam Drains are more 
than just cast iron — 
they are drains plus prac- 
tical features — designed 
and manufactured by men 
in the Josam organization 
who can look back upon 35 
years of experience in the 
plumbing field. 


Therefore, when you use 
Josam Drains you know 
that you are buying a prod- 
uct that is practical in 
design and construction. 
When Josam Drains are 
installed they are there to 
stay and will give your 
customers the satisfac- 
tion that can only come 
from a guaranteed product 
backed by the experience 
of years. 


If you haven’t a copy of 
our PJ Catalog, send for 
it today. 


Josam Drains are sold by all 
plumbing and heating jobbers. 


The Josam Manufacturing Co. 


Sales Office: 


4904 Euclid Building 
Cleveland, Ohio 


Factory Office: 


Canal Road 
Michigan City, Ind. 


‘“‘There are 
cue no substitutes 

Ca. 

: F for Josam 


q (] Products 
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From Any Light Socket 


That is what you get with the ELECTRO MELTER 
at an average cost of 35c per 8-hour day. The cast iron 
inner pot has a capacity of 15 Ibs. of solder and will melt 
a 10 lb. solder pot piece in 15 minutes. It eliminates all 
smoke and odor, which makes it ideal for shop and residence 
work. A 10-foot portable cord with armored plug supplied 
with each pot. Price complete $15 


Write us for literature describing the Electro Melter in 
full detail. 
Manufactured and Guaranteed by 


ELECTRO ENGINEERING CO., Inc. 
117-12 Atlantic Ave. | RICHMOND HILL, N. Y. 

















Hoosier Silent 
Check Valve 


The Hoosier Silent Check Valve, foot 
valve, and strainer shown here are items 
which are of especial interest to every 
plumber installing domestic water service 
equipment. The Hoosier Silent Check 
valve is especially designed as a quiet 
check for use with fresh water attach- 
ment, or as a foot valve in suction pipe in 
cistern, in connection with water systems. 
The foot valve and strainer are for use 
inside of 2-inch pipe, threaded for I-inch 
drop pipe. 

You will find these items useful equip- 
ment in the installation of water systems. 


Prices on request. 


Foot Vawe FLINT & WALLING MFG. CO. 


and Strainer 65 Oak St. - Kendallville, Indiana 
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| Arthur, Tex., to purify 5,000,000 gals. of water daily. 
The cost of the new plant will be $188,780. 

Martyn Bros., of Dallas, Tex., have been awarded the 
| Plumbing and heating contract on the lodge building for 
| the Order of the Eastern Star, at Arlington, Tex. 

The Alamo Development Co., of San Antonio, Tex., plans 
| a building campaign which will include mostly small 
homes, to total $250,000. Hugo A. Stein and Charles K, 
siggs are the owners. 


The American Building Co., of San Antonio, Tex., a re- 
cently formed corporation, is preparing plans for a home- 
building campaign to cost $1,500,000. A. H. Cadwallader, 
| Jr., is president. 

J. O. Andrewartha Co., 105 E. Ninth street, Austin, 

Tex., has been awarded the plumbing and heating contract 
on the dormitories at the Settlement Club building in that 
city. 

J. Bodenger & Co., Algiers, La., have been awarded the 
plumbing and heating ‘contract on the Jefferson Parish 
school building, at McDonoghville, La. 


Noone & Doubleday, Memphis, Tenn., have been awarded 
the plumbing and heating contract on the W. C. McClin- 
tock store building at Marianna, Ark. 

Medford, Ore., will build an agricultural building at the 
rear of the new high school, to cost about $5,000. It 
will have four class rooms fitted for mechanical training 
and plumbing, which will be included in the new curric- 
ulum. 


Reuben E. Dockham, of Salem, Mass., was elected to 
the office of secretary of the Salem Kiwanis Club, at a 
meeting of that body, held recently in the Hotel Haw- 
thorne in that city. Alvin M. Hawkes forms the second 
half of the plumbing and heating representation in the 
club. Mr. Hawkes is past president of the North Shore 
Master Plumbers’ Association, and is acting as committee- 
man on attendance for the club. 


Pians have been completed for the high school to be 








At the annual convention of the Ohio State Association of 
Master Plumbers, held recently at Dayton, Ohio——lop pie- 
ture, left to right: Clyde Stewart, of Warren, Ohio; F. ©: 
Kaercher, C. J. Little, Dr. J. F. Elder, all of Youngstown, and 
H. L. Ricker, of Dover, Ohio—Middle picture: Charles W- 
Wilson and a group of ladies from Youngstown.—Lower pic- 
| ture: L. P. Sorenson, Mr. and Mrs. John Sorenson, Mr. and 
| Mrs. Carl Sorenson, all of Ravenna, Ohie. 
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erected in Fitchburg, Mass. The architects are Haynes & 
Mason, Park building, that city. 

R. T. Royston, Madison, Wis., has been awarded the 
plumbing contract by the Bank of Wisconsin in that city, 
which is remodeling its building. 

Emil Mohr, owner of a bakery and store building to 
be erected at Sheboygan, Wis., has awarded the plumbing 
contract to Adolph Zurheide of that city. 

The Grinnell Heating Co., 616 Pioneer Trust building, 
Kansas City, Mo., has been awarded the heating contract 
on the Court Arcade at Tulsa, Okla., on a bid of $260,000. 
The Eureka Plumbing Co., of Tulsa, has been awarded 
the plumbing contract on the building. 

O. S. C. Ziroli, of Bridgeport, Conn., has been commis- 
sioned to prepare plans for a dormitory at the State Nor- 
mal school, Danbury, Conn. An appropriation of $155,000 
has been made to cover the cost. A building to house 65 
girls is planned. 

A. W. Wolfgang, of the National Trade Extension Bu- 
reau, addressed three meetings in Wisconsin during the 
past week, while on a trip through the Fox River Valley 
with F. O. Maeder, itinerant instructor in plumbing in that 
section of the state. The meetings were held at Appleton, 
Oshkosh and Fond du Lac, and plumbers attended from 
all nearby towns. Mr. Wolfgang told the plumbers of 
the need for the right training of plumbers’ apprentices 
and the work the bureau is doing in this field throughout 
the country. 


The Carson-Payson Co., 16-18 Harrison street, Danville, 
Ill., has been awarded the plumbing contract on the new 
Woolford Hotel being erected at Harrison and Hazel 
streets in that city. The new hotel is being constructed 
at an estimated cost of $1,185,000. 

















C&S S 633, Patented June 12, 1923 


Style No. 2—Open 


C. & S. Shower Stall Door 
with Grille Vent. 


© CRIST 
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C. & S. Shower Doors 


For Separate Shower Compartments 


Handsomely made of heavy Nickel Silver or Nickel 
Plated Brass, and fitted with a heavy Plate Glass 
Panel embedded in rubber, C. & S. Shower Doors 


add solid elegance to the finest bathroom. 


For built-in tubs we recommend the C. & S. Shower 
Shields, made of the same heavy materials as the 
Shower Doors. 
clear of the tub. 


C. & S. Shower Doors and Shower Shields represent 
a means of substantial profit to you. 
detailed specifications. 


ORDER FROM YOUR JOBBER 


& SCHILKEN COMPANY 


PITTSBURGH 
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DOMESTIC ENGINEERING 107 


The state of Washington led other Pacific Coast states 
in proportionate gain in building construction during the 
month of January. The 11 cities in Washington com- 
prised in a recent survey show increases of 55 per cent 
above January's record and 167 per cent above December's 
record. 

Thomas Crogan, master plumber, is a member of the 
building show committee of the Builders’ Exchange, 
Youngstown, Ohio, which will stage an exhibit of stand- 
ard materials entering into construction, with especial 
reference to fireproofing products. Last vear the Ex 
change erected a Model Home, which was exhibited to the 
publie 

West & Son, Portland, Me., have taken an option on the 
plant and equipment of the Sharon Water Works Co., 
Sharon, Pa., and sale of the property is expected to be 
concluded at an early date. Settlement of the estate of 
the late Senator William Flinn, of Pittsburgh, made neces 
sary the sale of the plant. 

At the recent annual banquet of the Builders’ Exchange, 
Youngstown, Ohio, Norman Little, master plumber, who 
served during the past year as president, was presented 
with a gold watch by other members. 

The city of Seattle, which is the largest in the state, 
issued 834 permits totalling $5,003,660, S84 per cent over 
This fig 
ure has been exceeded only twice before in that city dur- 


last January, and 329 per cent over December 
ing the past four years. Features of the month’s con 
struction include the construction of eight hotels and 
apartments at a cost of $1,353,000, two theaters and 
schools to cost $2,050,000, five office and warehouse struc- 
tures at a cost of $259,000 and 325 homes to cost $1,034,- 
950. 


te 


Hinged either right or left to swing 


Write for 





543-5-7 Fourth Avenue 
23 PENNA. 
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WATER CIRCULATION 


Circulation 
iS 
Complete 


More water passes 
through the fire in 
a given time in a 
Bryan Generator 


than any boiler on 
the market. 


Not a stagnant point in entire generator. 





Exclusive Sales Franchise Open. 


MANUFACTURED BY 


Bryan Steam Corporation 


PERU, 


INDIANA 
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Bath a Day Movement 


There are 2,787 cities and towns in the United States with a 
opulation of 2,500 or more. At the present time “The Story of 
the Bath” is being used as supple- 





mentary reading tn the schools of 159 
cities and towns—about 6% of the 
total. That ts a very good showing. 
But we ought not to stop there. We 
have gone into communities with a 


population of about 6,600,000; we 


ought to put this Bath a Day Movement before the remainder of 

















| Long building, Kansas City, Mo., are the architects 


the 110,000,000 people in this country. This is a work to which 
every local association could turn its hand and to its own ad- 
vantage. Write for particulars. 


Story of the Bath’”’ than distribution in the schools, 

although that should be the first work to be done. 
Take the case of John H. Miller, of the Square Deal 
Plumbing & Heating Co., Urbana, III. 

He has just purchased a quantity of “The Story of the 
Bath’ which he is going to mail to prospects living in old 
houses which need modern plumbing, as well as to people 
who will be building new homes this year. 


He is using “The Story of the Bath” as part of a gen- 
eral direct-mail campaign and reports that a number of 
people have already been to see him. 

Still another use is the distribution of these booklets at 


'T stor are, of course, other possible uses of ‘The 


| luncheons of the Kiwanis, Rotary or other booster clubs. 


Many master plumbers have done this, particularly at a 
time when they have been called upon to tell the mem- 
bers about their own work. 

If there is a woman’s club in your city, undoubtedly 
it is doing some kind of health or civic work in which it 
could make use of copies of educational matter like ‘‘The 
Story of the Bath.’’ Get in touch with the officers of such 
clubs and offer to supply them with copies. You will find 
it a great help in increasing interest in matters of sanita- 
tion. 

We need educational work in our field—and the Bath 
a Day Movement stands out as the most constructive 
piece of work which has ever been done for the plumbing 
industry. Get behind it in your own city. 

If you have never read ‘‘The Story of the Bath” or “The 
Need of Frequent Bathing” write us for sample copies. 





The G. & H. Heating Co., 917 H street, Washington, 
D. C.., is installing the $30,000 heating system in the 
Army and Navy apartment building in that city, and the 
plumbing and heating systems in the Phillips Terrace 
apartment building, a $125,000 job. This firm is also 
installing the heating, plumbing and sprinkler systems in 
the new bureau of economics, department of agriculture 
building, a $55,000 job, and the plumbing and heating 
systems in the Howard University building for $27,000. 

Robert E. Wright, 934 K street, N. W., Washington, 
D. C., recently completed the installation of a vapor 
heating system in the Corcoran apartments, that city, @ 
$30,000 job. 

S. Goldman & Co., 812 West North avenue, Baltimore, 
Md., has been awarded the plumbing and heating con- 
tract on the new United States post office at Smallwood 
and Pratt streets in that city. 

An addition is being planned for the Amarillo hotel, 
Amarillo, Tex., which will be eleven stories with 160 
rooms, and will cost $300,000. Shepard & Wiser, R. 4. 
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things pretty quiet, especially in small construction 
Then along comes Spring and everything is different 
The problem of the plumbing and heating contractor is 


7] + 
Blacrloutd } to make the Winter season more profitable. To do this 
a ° . 
C ~HG CAIN S- | 


it is necessary for him to keep his name and business 
before the public eye as much as possible Nothing will 
do that better than the right kind of advertising. We 


believe that the Blackboard epigram is one of the best 


o>: 


7 


forms of advertising by which to accomplish this Epi- 


S. | [pie 
i ee : Z | " . 
‘\ + “ 
we Ys a ‘ams i 
é \\ ! grams in a window carry more of a personal touch than 
\) we? Ll a newspaper advertisement, and that is what you are 
ut ; -* | seeking. The Spring building boom has not arrived yet 








\ and there is still time to see what these epigrams can do 


NYONE who has ever engaged in . : , : : 
toward increasing your business at this time sy starting 


athletics of any kind realizes the 
uncertainty of the outcome of a game. Take a football 
game for example. No matter how good a player you 
may be yourself or how good a team you may be playing 
with, skill alone is not always the deciding factor. The 
“breaks’’ of the game have a lot to do with whether you 
win or lose. 


to use these epigrams now, you can get in some advertis 
ing that will be of immense value to you when Spring 
construction starts. Get the ‘jump’ on the other fellow 
by starting this week Here are seven that will give you 
a good start: 


A king in the hand is worth three in the pack. 


In the first quarter you get the “jump” on the other * * * 
fellow, perhaps your luck continues on through the next Every henpecked man needs a dog to criticize 
quarter—you are able to pull any kind of a play and get *_ * * 
away with it. Line bucks, end runs, foreward passes and Bootleg booze is a poor substitute for happiness 


off-tackle smashes work equally well. Luck is with you * ._ * 
and you can’t help but score. The next half is a different 


If your doctor gives you up it is time to give up your 
story. You try the same plays and they are stopped dead. 


doctor. 


You resort to your “bag of tricks’’ with no better success * * * 
Lady Luck is no longer with you and it’s the other fellow’s Bunko—one of our national game 
chance to do something. i 
It is very much the same in business. There are pe- Gossip is a gas often fatal to friendship 
riods of prosperity and periods of depression. Take the a ° 
building trades. As a rule, the middle of Winter finds A man can avoid a scrape by letting his whiskers grow. 





Keystone Quality 


means Profits to you , 















You can sell Keystone Combinations with 

perfect confidence that your profits are 
safe. Keystone Quality means profits 

to you—profits that won't be cut into 
by servicing. 


The Keystone Reverse Trap Com- 
bination shown here is typical of 
the entire Keystone line. Extra 
large size bowl with sanitary flat 
rim and open trap. Seven gal- 
lon tank—elevated ball cock. 





; Ask your jobber 
Write for Catalog Show- 


ing Our Complete Line 
Keystone Pottery Co. 


TRENTON, N. J. 
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TRIMO 


Guaranteed Tools 





TRIMO PIPE VISE 


Jaws are made of tempered tool 


steel and have fine milled teeth 
which grip the pipe firmly. Yoke, 
frame and base are of guaranteed 
malleable iron. Screw, head and 


handle are of selected steel. Seven 
standard sizes. 


TRIMO 
PIPE WRENCH 


Jaws and handle are drop- 
forged. Unbreakable pressed 
steel frame. Grips powerfully 
but releases readily. Nut 
guards prevent loss of ad- 
justment when working in 
close quarters. Insert jaw in 
handle and all parts inter- 
changeable. Made with steel 
and wood handles. 





TRIMONT MFG. CO. 


Roxbury tt 33 $3 Mass. 


| 
| 
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| 
| 
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EXTRA! EXTRA! 
THE GREAT SPRING POEM CONTEST! 


First Poems Received Indicate That 
Poets Are Working Overtime! 





L Y T Highly Pleased. 
Chicago, March 13th.—Returns from the great Spring Poem 
Contest are commencing to come in. Never, in the course of 


| a long experience in hooking up Pipe Lines, have I seen such 


talent! such imagination! such meter, rhyme and fancy! 
Here they are: 
FINDS SPRING FULL OF CONTRAST 
Oh Spring, dear Spring, your contrasts dum 
Do surely make me grieve. 
For when the grass and flowers come, 
The trees begin to leave. 


The snows depart, the trickling streams 
Proclaim that Winter's past, 

Ind in the sunshine, with my dreams; 
I think Spring’s here at last. 


/ listen to the whispering breeze, 
Dig out my fishing line, 
And quickly don my B. V. D’s. 

When Lo! Upon my spine 


There falls a deep and ghastly chill, 
I shake from crown to toe, 

Ice grips again the trickling mill, 
Deep drifts the falling snow. 


Oh Spring, dear Spring, your contrasts dumb 
Are daily growing dumber, 
There’s other Seasons yet to come, 
So let's all pray for Summer. 
E. C. S. Springfield, Ill. 


If that kind of work keeps up we'll have to pull Longfellow 
down from his pedestal. 


“SY” IS STAYING AWAY FROM CHICAGO 
Spring time has come again, 
Chock full of blowing sephyrs; 
The lowing kine air in the field, 
Some air cows and some air heifers. 
“SY” MARTIN, Owensboro, Ky. 
THIS IS A TECHNICAL POEM ABOUT SPRING 
Spring, Spring, lovely Spring, 
What I mean, ts a bending Spring, 
It helps me make 
And sets me “Jake,” 
With shekels in my pocket; 
So you dear Spring, I'll ne’er forget. 
Cc. J. Me., Philadelphia, Pa. 


Come On You Poets! Now You Have Something 
To Shoot At! Let’s See Some More Of 
These Poems About Springtime 


THIS IS NOT A SPRING POEM 
A plumber from the Amazon 
Put nighties of his grandmazon; 
The reason’s that he was too fat 
To get his own pajamazon, 
I. DeW., Marion, Ohio 
Get Your Spring Poem in!—L Y T. 
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Another proof of the adaptability and useful- 
ness of Stringer Roughing-in Fittings is found 
in their selection for the new Palmer House in 


Chicago. Here 2200 bathrooms were roughed in 
with Stringer Fiat Cast-Iron Vented Closet Fit- 
tings and Stringer Hub Drainage Fittings. 


A glance at the diagrams above will show how 
Stringer Fi ittings save time and money on rough- 
ing in. Stringer Hub Drainage Fittings elimin- 


ate costly and troublesome long screws and “R”’ 
and “‘L” nipples. They slip and calk. 


Write for Catalog “H” showing a Stringer in- 
stallation for every type and size of building 
from a bungalow to a skyscraper. 


STRINGER BROS. CO. 


1100 W. 38th St., CHICAGO 


Warehouses: CHICAGO, ILL., GADSDEN, ALA. 
Factory: GADSDEN, ALA. 
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UNDER CONSTRUCTION AT RANDOLPH, LA SALLE AND WELLS STS., CHICAGO 
To be the new home of the 


BISMARCK HOTEL 


And containing also the Bismarck Restaurant, Metropolitan Office Building and New Palace Theatre 
EITEL BROS., Owners WEIL McLAIN CO., Plumbing Jobbers 
C.W. & GEO. L. RAPP, Architects E. BAGGOT CoO., Plumbing Contractors 
EQUIPPED THROUGHOUT WITH THE 


sm 
Watrous 


Flush-Valve and Duojet Closet 


HE design of the Watrous Duojet Closet 

prevents clogging and overflowing by elimin- 
ating the narrow passage needed in many types 
of closet to’maintain syphonic action. It is also 
very economical with water. 








The Watrous Flush Valve measures out the exact 
quantity of water required by the type of bowl 
with which it is used. Therefore, when installed 
in combination with the water-saving Duojet 
Closet, it assures a substantial saving of water at 
every flush. This, added to the economies made 
possible by the non-clogging feature, results in an 
annual saving which no building owner can afford 
to ignore. 





Write for details on the Watrous Flush-Valve and 
Duojet. Loose leaf catalog pages sent on request 
PLUMBING DIVISION 


Watrous Flush-Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures—Pop-Up Wastes— Drinking Fountains —Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1231 West Harrison Street CHICAGO 
New York Office, Room 514, 51 E. 42nd St. Pacific Coast Office, 1234 S. Broadway, Los Angeles 
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A Winner! 


The NEW 
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1,572,482. Vapor Heating System With Differential 
Loops George D. Hoffman, Pasadena, Calif., assignor to | AIR K l 
S INTAKE aliamazoo 


Hoffman Specialty Company, Waterbury, Conn. A heating 
system comprising a boiler, a heating element, steam and | 


return lines between the boiler and heating element, a | 


wins for the man who sells 
it because it doesn’t keep 
him coming back to serv 


ice it. It wins for the owner 
with its simple and trouble 
proof operation 

Write for literature con 


taining full details of the 
NEW Kalamazoo Water 
} Supply System 


| National Water Lift Co., Kalamazoo, Mich. 














You Can’t Fool Acid! 


No matter how you try to keep an acid drain line from fail 


! 
| 


| ing, you can’t do it except by installing Duriron 





Duriron soil pipe is not attacked by acid, strong or weak, 
hot or cold, and it will last indefinitely. 


blow over device having an inlet connected to the boiler | 
and an outlet connected to the return line, and contain- | 
ing a sealing medium adapted to oppose continuous yield- 
ing resistance of limited maximum force to the flow of | 
steam from said inlet to said outlet, and a thermostatically 
controlled vent valve in communication with the return | 
line and with the outlet side of said device, said thermos- i 

| Whe 

i. 


It’s wasting money and time not to use Duriron for han 
dling acid. Using it saves money for the customer and 
at the same time makes a better profit for the plumber. 


Duriron is produced on 


DURIRON 


‘Gerstein Boilers ¢ 


ly by 
COMPANY 


DAYTON: OHIO 


tatically controlled valve being located in close proximity 
to said outlet. 

















* * . | 
Hydrocarbon-Oil Burner. Hans W. Jaeger, 
In a hydro-carbon oil burner comprising 


1,572,653. 


Tacoma, Wash. 


Ss 


We aim to turn out the best copper 
boilers of any size, capacity and test 
that money can produce, and at a 
price that enables you to make a sub- 
stantial profit. 








inner and outer body parts, a lengthened cylindrical steam 
receiving chamber within said inner body part, a valve 
controlled steam and air pipe into said chamber, a valve 
controlled tubular nozzle outlet from said steam cham- 
ber, a valve controlled oil and a valve controlled water 
supply into said tubular nozzle outlet, an annular air re- 
ceiving channel and nozzle between said inner and outer 
body parts, a valve controlled air pipe into said annular 
air channel and nozzle, and said annular air nozzle adja- 
cent to and surrounding the tubular nozzle outlet from 


We guarantee our products. 
Write for details. 


GERSTEIN BROS. & COOPER 


1-3 West Third St., South Boston, Mass. 


a a 








Automatic Water Systems 


and Single Valve Water Softeners 
Water Systems $90.00 and up Water Softeners $100.00 and up 








We make both deep well and shallow well 
or cistern pumps. The shallow well pump 
can be used on cisterns, lakes, streams 
and wells where the vertical suction lift 
does not exceed 22 ft. Furnished in 120, 
200, 400 and 550 gal. per hour capacity. 
The deep well pump will operate on wells 
as deep as 650 feet. 


Monarch 
230 E. ist Street 





Send for Catalog DE-3 


Engineering Co. 


The Monarch Water Softener features a single 
valve control that eliminates all delicate moving 
parts, insuring long life; Armco iron rust re 
sisting tanks, high capacity mineral, and ex 
treme simplicity of operation. The mineral used 
has a softening capacity of 13,000 grains of 
hardness per cu. ft., is fully guaranteed and with 
proper care will last indefinitely. All necessary 
accessories included. 











DAYTON, OHIO 
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“Superior Basins 


Genuine two-fire Vitreous China, made in three sizes, N. O. M. 
P.. P.O.M.P., and P.O. R. P. Shipped in separate crates 
‘Superior’ Basins mean satisfaction to your customers—profits 
to you 


=| 

= HORTON POTTERY CO. 
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Chillicothe, Ohio 
















You Need These 


Phillips Self-Drilling Expansion Shells for Pipe Hangers, Bolts, etc. 
They provide “A New Sharp Drill for Every Hole” and they won't 
null out, either. Write for full details. Also regarding Phillips 
Fiandie Hoiders and Spring Hammers. 


PHILLIPS DRILL COMPANY — tiickGooTtLinois 
Ss ALL AL ALTRI. «ARMM 











Tank Fittings of Quality 


1856 “McSHANE’’ 1926 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 


Tank Levers and Valves 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 
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Bath a Day Lepy ¥ Helps 


Bath a DayStickers. 11%" diam., orange and 
black, to stick on letters, bills, etc. 45c per 1,000. 


Bath a Day Buttons. 7%’ diam., with pin. 
$1.75 per 100. 

Bath a Day Signs. Orange and black, 634° 
diam., for windows, windshields, etc. 10c each. 

Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c each. 

Please send check with order. 

DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
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said steam chamber, at which joint all the elements of 
combustion will be vaporized, heated, and mixed, prior 
to passing through the discharging nozzle of said oj) 
burner. 

* . * 

1,572,838. Liquid-Fuel Burner. James B. Bird, Van- 
couver, Wash. In an oil burner, a burner pipe, a rod ex- 
tending through said burner pipe, a plug carried by said 
rod and substantially filling the outlet end of said burner 
pipe and adapted to slide therein, a burner tip carried by 
said pipe and extending therebeyond, the inner surface 
of said burner tip being tapered to increase in diameter 
toward its outer end and having an internal diameter 
throughout its length greater than that of said burner 





pipe, a head carried by said rod within said tip in close 
proximity to said plug, said head being tapered to cor- 
respond substantially to that of the inner surface of said 
burner tip and being provided with an inner face of sub- 
stantial diameter arranged substantially at right angles 
to the axis of said rod, said plug being provided with open- 
ings communicating between the interior of said burner 
pipe and the interior of said tip and being arranged in 
the circle, of materially smaller diameter than the diame- 
ter of the inner face of said head, and means for adjusting 


| said rod. 


_ . 7 
1,572,844. Heating System. John M. Dougherty, St. 
Louis, Mo., assignor to D. & T. Manufacturing Company, 
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1.572,844 

St. Louis, Mo. In a closed liquid heating system, an expan- 
sion tank for containing air and water under pressure ex- 
ceeding atmospheric pressure, an air inlet valve connected 
to said tank, a drain cock for the system connected to the 
lower portion of said tank, and a supply cock for col: 
necting the system to an exterior source of liquid under 
pressure greater than atmospheric pressure, whereby 
solely by operation of said cocks said tank may be charged 
with air under pressure exceeding atmospheric pressure. 


* * * 


1,572,883. Liquid-Fuel Burner. Lewis A. Cocklin, 


| Griswold, Iowa. In a liquid fuel burner, an upright recep: 


tacle open at its top having a cylindrical outer wall and 
an upwardly tapered inner wall providing an annular 
chamber and a flue, an oil distributor including an 40 
nular casting having a groove opening on its botiom and 
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removably disposed on the bottom of the chamber, a | 


porous filler in said chamber above the casting, a liquid 
supply element in communication with said groove and 
said chamber, a spreader cap having its bottom provided 
with radially arranged wings and disposed in said flue, 


















P24 1572.889. 


each wing having an extension projecting beyond the edge 
of said cap in engagement with the filler and said inner 
wall, the side walls of each wing being formed outwardly 
divergent to the end of its extension. 
* * * 
1,572,916. Radiator or the Like. William J. Gamble, 
East Orange, N. J., assignor, by mesne assignments, to 


Carrier Construction Company, Inc., Newark, N. J. The | 
combination with a radiator having a flexible wall, of a | 











teeter RO Ue 4 1 





pipe fitting attached to said wall and adapted for the 
connection of a pipe therewith, a protecting frame for 
said radiator, said pipe fitting having a portion with non- 
circular recessed sides loosely entering an opening in said 
frame, and members projecting into said recessed sides 
and adapted to be stationarily secured to said frame for 
holding said pipe fitting against movement in one or more 
directions relatively to said frame. 
* + * 
1,572,924. Pipe-End-Forming Tool. Lawrence J. Hand 
and Henry G. Passe, Dayton, Ohio. A tool comprising a 








10 
1,572,924. 


rectangular head provided with a shank adapted to be 
received in a rotary tool holder, a reamer forming a 
‘ontinuation of the head, substantially L-shaped cutters 
disposed at diametrically opposite points of the reamer, 
and an attaching element carried by the shorter legs, an 
attaching element formed with the shorter leg of each of 
the L-shaped cutters and having their end faces flattened 






Three parts 
instead of 
thirteen 
means 

fewer repairs 


GREENFIELD TAP & DIE 
CORPORATION 


Greenfield, Massachusetts 
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PIPE WRENCH 
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hat : 


“MIL - FLEX” 


. rm UALS Po m- ar 
THE WAVY SET BL/ 


Tungsten Steel 


will cut flush pipe, conduit and thin metals in a way that 
you willinstantly appreciate. It is the hack saw blade that you 
. Let us send you a sample and prove it. 


have always wanted 


THE HENRY G. THOMPSON & SONS CO. 


Established 1876 


DULL Telit 





- of 


NEW HAVEN, CONN., U.S. A. 
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New Kensington Sanitary Pottery | 
NEW KENSINGTON, PA. 


Vitreous china two fired washdown bow! well 
made by experienced, competent workmen 


Shaped to 


chminate | 


soiling hump 


VITREOUS CI 





= Large bowl 
Large water 
ita OM area 


Extra strong 
siphonic action 


? 
A LEADER THAT IS MAKING GOOD IN OUR LINE OF FINE 





{INA PLUMBING SPECIALTIES 
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The 
SIMPLEX 


Remote Control 


for Gas Water 
Heaters can be op- 
erated from BOTH 
kitchen and bath- 
room. You can in- 
stall 2-station Sim- 


plex for $20.00. 


One-station for 


$16.9 











ne 


The 
SIMPLEX 


68 | Remote Control 
Seay “SHUTS OFF AUTO- 
a MATICALLY SHOULD 
iss YOU FORGET” 
iT | This feature insures 
~) ~ your easily selling 


37 ; hundreds of them. 


SIMPLEX HEATER 
CONTROL CO. 


46 W. Fourth Street 
ST. PAUL, MINN. 
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Little Giant | 


Contractors consider these facts before 


The Little Giant Manufacturing Co. 
1927-31 Nicollet Ave. Minneapolis, Minn. 


Concrete Inserts 


uying concrete inserts: 

1. General Contractors will find the LITTLE 
GIANT INSERT the handiest they ever used for 
general work. 

2. They are the simplest and easiest to install 
in places where it would be very difficult to use 
any other make of insert. 

3. They are strong enough to hold weights up 
to one ton each. 

4. They may be used in floors, walls or ceilings 
for holding shafting and may be used in concrete 
beams without interfering with the reinforcing steel 


For further details write 
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| throughout their lengths and contacting with the head, 


fastenings detachably connecting the attaching elements 
with the head, the cutters being provided with continuous 
cutting edges, the major part of the length of such cutting 
edges being spaced from the reamer and their inner ends 
extended to the latter 


Plumbing Department 


1,572,686. Combined Sink and Dish Washer. Joseph 
L. Schertz, St. Louis, Mo. In combination with a recep- 
tacle having a large opening in its bottom bounded by a 
depending flange, a dish washer container below said open 

A. 
bits 


19 


} 














ing, and provided with an upstanding flange extending 
exteriorly about said flange of said receptable, and a sub- 
stantially flat cover plate provided with a packing ring 
for engagement with the wall of said opening to close 
said container and seal same against ingress of water. 

= ” ” 

1,572,944. Process of Softening Water. Martin F 
Newman, Oakmont, Pa., assignor to Wm. B. Scaife & Sons 
Company, Oakmont, Pa., a corporation of Pennsylvania 
The process of treating feed water for boilers, comprising 
the steps of first with suitable reagents neutralizing acids 
and precipitating hardening substances, and thereafter 
adding to such a treated water an acid sulphate to reduce 
the alkalinity further. 

* + oz 
Sewer Trap and Pipe Cleaning Device. Al- 
A pipe cleaning de- 


1,573,202. 


bert O. Stenwick, Red Wing, Minn. 
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element 
1 tubular 

at the 
members 
1 funnel 


vice of the class described comprising a tubular 
a funnel shaped intake member at one end of sai 
element, a bell shaped member of soft materia 
discharge end of said tubular element, all said 
having a continuous uninterrupted passage, sai 
shaped member adapted to be pressed into fricti 


I al con- 
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tact with the discharge means of a source of liquid under 
pressure and said bell shaped member adapted to be 
pressed into communicative position with the exposed end 
of a pipe to be cleared of obstruction, and means for hold 
ing said funnel shaped member and the bell shaped mem- 


ber in operative positions simultaneously. 
. > + 


1,573,042. Automatic Overflow Outlet for Plumbing | DANDAUAUAUUNANT 
Clarence L. Dawson, Los Angeles, Calif. | 


Fixtures, Etc. 
In a combined overflow and drain outlet of the character 
described, a housing having an inlet and an outlet, a 
tubular extension leading into the housing from the inlet 
formed with a side wall port arranged 
adapted to automatically open under the influence of the 
pressure of liquid delivered to the inlet, and manually 
operated means extending through said inlet for opening 
said closure. 








”7 
1,573,042. 1,573,199. 


Timothy J. Stebbins, 
Manufacturing 


1,573,199. Water Conductor. 
Davenport, Iowa, assignor to Red Jacket 
Company, Davenport, Iowa, a corporation of Iowa. In a 
water conductor a body comprising two parts one of 
which has a hollow boss projecting from the lower por- 
tion thereof, the same being adapted to receive a conduct- 
ing pipe, the two parts of the conductor having meeting 
faces which contact in a substantially axial plane trans- 
verse to the direction of the boss, and means for securing 


the parts together, said parts having indentations on their | 
lateral sides adjacent the meeting faces and webs extend- | 


ing laterally in these indentations, parallel to and ad- 
jacent the meeting plane, said webs being perforated for 
the passage of the aforesaid securing means. 
7. * 7 

1,573,526. Faucet or Tap for Water Pipes, Etc. 
Schott, Stuttgart, Germany, assignor to Walter Gruhler, 
Panoramastr, 31, Degerloch, Stuttgart, Germany. In a 
faucet, a discharge pipe, an offset shoulder in the wall 


in said runway | 


Otto | 
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thereof to provide an enlarged bore at the lower end of | 
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the pipe, said pipe being internally threaded from the 
lower end thereof to a point in spaced relation to said 
Shoulder, an exteriorly threaded nipple operatively 
mounted in said threaded end of said pipe, the upper end 
of said nipple being positioned in spaced relation to said 
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School Jobs 


The Bowlus No. 67 ‘‘Jewel’’ Raised Rear Vent seat action closets 
specially designed for school installations 


Valve, tank and connections assembled in an air-tight utility room 
Perfect sanitation in toilet room-——bowls receive a constant supply of 
fresh air through vent conduit. 


No. 67 Closet includes extra heavy vitreous china bowl, automatic valve, 
vitreous china enameled iron vent conduit. 


Write for catalog and complete description 


THE BOWLUS MANUFACTURING COMPANY 


SPRINGFIELD, OHIO 





Thermostatic 
Shower Valves 


BVERY man 
among your 
customers wants a 
Leonard. No sud- 
den shots of cold or 
scalding water 
when water is used 
in another part of 
the house. 








Leonard-Rooke Co. 
486 Broad St. 
Providence, R. I. 
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Gascola 


—The Dual-Fuel 
Cabinet Furnace 


A recent development of 
the modern cabinet fur- 
nace which requires a 
plumbing installation,and 











thereby opens new sell- 
ing possibilites to the 
plumbing trade. A hand- 
some furnace which burns 
either gas or coal or both. 
Simple in construction; 
easy to operate; economi- 
cal to use. No waste 
parts, maximum heating 
efliciency. Profitable to 
handle. Write for book- 
let giving prices and full 
detail. 


O. K. STOVE & RANGE CoO. 


Incorporated 


“Since 1885” LOUISVILLE, KY. Dept. "B” 
































ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation”’ is 
u 





This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade 

The charts have beer 
computed from standard 
recognized rules. They 
will enable you to know 
you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, ex wall and 
cubical contents, the radiation requi for any size 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 
making four pages, size 444x67% inches, substantially 
bound together with cloth. 

pe s Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 

season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, Ill. 
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| shoulder, a disk loosely positioned between said shoulder 


and the upper end of said nipple, said disk adapted to 
seat on the upper end of said nipple and close the bore 


| therein, said pipe being exteriorly threaded and an inter- 


nally threaded nozzle member operatively mounted on the 
lower end of said pipe, an offset shoulder in the wall of 
the bore of said nipple, a spider supported by said offset 
shoulder, a pin coaxially fixed to said spider so as to pro- 
ject upwardly therefrom, a packing washer mounted on 
said pin and arranged to seat against the lower end of 
said nipple, whereby the nozzle may be rotated to open 
and close the lower end of said nipple, the upper end of 
said pin positioned against said disk whereby the same is 
held away from its seat in said nipple in the operation of 
said valve, 
o - * 

572,921. Welding Process. Lawrence Gizienski, Cur- 
tisville, Pa. The process of welding rod ends and pre 
venting oxidation of the surfaces to be welded, consisting 
in first coupling the two ends in relatively permanent 
engaging position, incasing said ends in a protective cover- 
ing, heating the whole to yielding temperature, removing 
the covering, and finally welding the ends together with- 
out displacing them from their original coupled position 

- . . 

1,573,577. Method and Apparatus for Making Flush- 
Tank Bulbs. Fred Thomas Roberts, Yonkers, N. Y., as- 
signor to Paramount Rubber Consolidated, Inc., Tuckahoe, 
N. Y., a corporation of Delaware. The method of making 
flush tank bulbs comprising the positioning of a spud in 
the cavity of a forming mold section, surrounding such 
spud with a mass of raw rubber, placing a sheet of raw 
rubber over the mouth of the cavity pneumatically forcing 
such sheet into engagement with the mass of rubber and 


|} with the wall of the cavity. 


1,572,160.  Seat-Controlled Toilet Flush and Intake 
Valve Charles H. Gunn, Oakland, Calif., A combined 


| toilet-tank intake and flush valve comprising a casing, an 
| orificed wall across the upper end thereof, said upper end 


being adapted for direct connection to a tank whereby the 
orifice will open into the latter, a discharge outlet at the 
lower end of the casing, intake passage means extending 
inside the casing from one side thereof below the tank to 
a point above the end wall and facing the orifice therein, 
and a closure member interposed between said orifice and 


| the adjacent end of the intake passage. 
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1,573,619. Toilet-Seat Cover. Paul Joseph Lemmer, 


Danbury, Conn. A toilet seat cover formed from pliable 


material and having a centrally disposed opening, said 


| cover being split, thereby forming adjacent ends a down- 


wardly extending annular member carried by the inner 
edge of the cover and having a split in registratic! with 
the split in the cover and a downwardly extending watet 


| engaging member carried by one of the adjacent ends of 
cover and downwardly extending annular membe 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
Cash must accompany order. Copy should reach us eight days in advance. 


insertion. One inch $4.00. 





Situations Open 


A MANUFACTURER OF EXCEPTION- 

ally high-grade Stillson wrenches de- 
sires a commission representative in 
the Chicago territory, who is devoting 
time principally to plumbing and heat- 
ing supply jobbers and has thorough 
acquaintance and good standing with 
that trade. Address Key 655, “Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 


WANTED—EXPERIENCED, CAPABLE 

representative to sell complete, high- 
grade line of sanitary ware in the fol- 
lowing territory: Eastern Pennsylvania, 
Delaware, Maryland and Virginia. We 
prefer applicants acquainted with the 
trade in the above territory. When 
replying give full details. Address 
Chicago Pottery Company, 1920-40 Cly- 
bourn avenue, Chicago, Illinois. 


WANTED — SALESMAN; MUST BE 

experienced in selling jobbers of 
plumbing and heating supplies. Large 
manufacturer of well advertised line 
has desirable middle western territory 
open. Will pay good salary to start, 
with advancement as earned. Prefer 
man living in Cincinnati or Columbus, 
Ohio, but will consider others if quali- 
fied. Give full details as to experience 
and references in first letter to secure 
interview. Replies will be held strictly 
confidential. Address Key 561, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


WANTED—LARGE JOBBING HOUSE 

in Northeastern Pennsylvania re- 
quires the service of an experienced 
heating engineer to assume charge of 
its heating department; must be thor- 
oughly familiar with various heating 
systems and specialties; capable of 
estimating and’ planning and endowed 
with ability to influence business. If 
you fee] you are the man, answer in 


your own handwriting, stating age, ex- 


perience, and salary expected. Refer- 
ence required. Address Key 6654, 
“Domestic Engineering,” 1900 Prairie 


Ave., Chicago. 


A COMPANY WHICH HAS BEEN IN 

existence for over 40 years, making 
a@ nationally advertised heating spe- 
clalty, specified by the leading archi- 
tects and consulting engineers every- 
where has a few localities open where 
they can use the services of a hustler, 
preferably one who is in touch with 
engineers, architects, plumbing and 
heating contractors, etc. No objection 
to you handling other related but non- 
competitive lines. We are large adver- 
tisers and back our men with every 
Possible sales assistance, making it a 
most desirable and profitable line for 
any sales engineer. All letters will be 


considered strictly confidential. Ad- 
dress Key 662, Domestic Engineering 
Company, 1900 Prairie Ave., Chicago, 
Illinois. 


WANTED — ESTIMATOR WANTED 
for plumbing and heating establish- 
ment familiar with large operations, 
one who can lay out and supervise 
jobs. State experience, age, reference, 
and salary expected. Address Key 651, 
Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


WAN T E D — MANUFACTURERS’ 
agent in St. Louis, Chicago, San 
Francisco, Los Angeles, Portland or 
Seattle, St. Paul or Minneapolis, Cleve- 
land, Philadelphia, Buffalo, Atlanta, 
New York City, to represent a manu- 
facturer of indirect and other kinds of 
Water heaters on commission basis 
Product sold to jobbers only. Give full 
Particulars as to experience and recom- 
eons in replying. Address Key 
ne Domestic Engineering,” 1900 
ralrie Ave., Chicago. 


| SALESMEN—TO SELL DIRECT A 








complete line of high-grade plumb- 
ers’ and water works’ brass goods; 
must be acquainted with the trade. 
Give age, experience and references. 
Address The Ajax Brass Company, 
Cleveland, Ohio. 

Situations Wanted 
POSITION WANTED 
Salesman thoroughly familiar with 
plumbing, heating and mill supplies; 


can do engineering. Old enough to 
have had waluable experience both on 
road and in office, young enough to 
have plenty of energy and ambition. 
Capable of taking charge of depart- 
ment. Salary not so important as 
steady position with future with good 
relinble house. Will go anywhere. Ad- 
dress Box 122, U. P. Station, Des 
Moines, lowa. 


Lines Wanted 


MANUFACTURERS REPRE- 
#entative with offices in Chicago is in 
position to take on one line of plumb- 


ing material. Can devote the entire 
time of one man to the line. While 
we do missionary work among contrac- 


tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 560, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 
W ANTED-—STEAM AND HEATING 
specialty lines by manufacturers’ 
agent selling jobbers in St. Louis terri- 
tory, south to Memphis. Address Key 
556, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


OHIO 
REPRESENTATION 


Manufacturers’ Agents with ten 
years’ constant touch with the 
trade, are desirous of obtaining 


lines for representation in the in- 


dustrial, jobbing, plumbing and 
heating trades in Ohio and sur- 
rounding territory. Address Key 
557, ‘Domestic Engineering,”’ 


1900 Prairie Ave., Chicago. 


For Sale 


Real Opportunity to Make Money 


Plumbing and heating business lo- 
cated in the heart of Southern Illi- 
nois. A real money maker. Reason 
for selling, owner has business inter- 
est in the South calling for imme- 
diate attention. Address Key 558, 
“Domestic Engineering,’’ 1900 Prairie 
Ave., Chicago. 


Miscellaneous 


PATENT SENSE—VALUABLE BOOK 

(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey, 
Hs ag 8t., Washington, D.C. blished 
1869. 

















WIPING 
CLOTHS 


Formed — Flexible—Finished 


Made in five sizes for all standard joints. From 

your jobber or post paid to address in the 

next mail or sent C. O. D. post card for ful! 
ticul vin aa bs 


e P 16th, 1924. 
GEO. E. 





WILLIAMS 


ole Manufacturer 


AY 
3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 


Sales manager familiar with plumbing 
and henting trade throughout the 
United States is interested in acquir- 
ing interest in plumbing supply house 
or with manufacturer of plumbing ma- 
terial, or would be giad to hear from 
any young man or men with capital 
and knowledge of the trade who 
would be interested in going into busi- 
ness for themselves. Address Key 559, 
“Domestic Engineering.” Room 604, 
Chamber of Commerce Bldg., Pitts- 
burgh, Pa. 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 
We Pay More (ze 


besides paying the freight 
ASK US! 

CONSOLIDATED PIPE & STEEL CO. 

2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 


12-Inch Pipe Machine 


12-inch Williams Motor Driven Pipe 
Machine complete with full set of dies 
and motor. This machine has been 
used very little; as good as new. Im- 
mediate delivery. Address The O’Brien 








Machinery Co., 113 N. Third = street, 
Philadelphia, Pa. Long Distance Tele- 
phone: Market 0727. Cable Address: 


O'Brien, Philadelphia. 


CONTRACT SHEETS, BSTIMATE 
Blanks Job Tickets, Illustrated Let- 
ter Heads, etc., for plumbers. Large or 
small lots, reasonable, prompt del am A 
Samples with delivered prices free. 


Fink & Sons Co., School Bidg., Laurel 
Sprines. N J. (Eatablished 1896.) 


BIN LABELS 


PLUMBERS’ 





Hadco Illustrated Bin Markers for 
Water, Gas and Steam Fittings, with 
pictures of the fittings, the sizes and 
proper names save time putting fittings 
away or getting out stock for orders, 
and teach your apprentice boys the 
proper names of the fittings they use. 
Send for samples and prices and free 
booklet: “How to Simplify the Work In 
the Plumbing Shop.” Haddon Bin Label 
Co., Haddon Heights, N. J. 


Books for Your Trade Library 
The Sanitary Sewerage of Build- 
ings. By Thomas S. Alinge..... 1.50 


Johnson's Handy Manual. Eleventh 
WIGTEIOR csccscicscccucssoccccece 1.60 


Domestic Engineering, 1900 Prairie Ave., Chicago 
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You can bring success nearer by years— 


advertise! 


You have your dream of success—and what you will 
do when that day arrives 


* a e 


But why wait? You can bring success nearer by years 
—eliminate years of work and worry 


« * * 


You can quicken the growth of your business and enjoy 
the fruits of success before your best years are gone 


* * * 


You can give your family the advantages which you, 
perhaps, missed in your youth. 


* * cm 


DVERTISE! Consider for a moment the 

difference between two businesses after 2 
years—one of which advertises and one of whic 
does not. There can be no comparison—one 
will climb, but slowly. The one advertised 
will climb swiftly and steadily. Use the 
Advertising Editorials each week and speed up 
the growth of your business. 


12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 
DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 











DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


, 
Please enter my order for yes ae service of Advertising Editorials. 


I’m going to dominate in the plumbing and heating field in my community. 


CiTy AND STATE 


























